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Copper is a critical war material and its usage is restricted. The above illustration gives you an idea of what can be accomplished with just 
100 pounds of this now precious metal in supplying telephone service. 


(Continued from page 8) 
ment installed to meet a temporary 
traffic or emergency requirement. 
The full text of the P-130 order 
amended as of December 9 follows: 


PART 1095—COMMUNICATIONS 
[Preference Rating Order P-130 as 
Amended Dec. 9, 1942] 

§ 1095.3 PREFERENCE RATING ORDER 
P-130—(a) DEFINITIONS. For the pur- 
poses of this order: 

(1) “Operator” means any individ- 
ual, partnership, association, business 
trust, corporation, receiver, or any 
form of enterprise, whatsoever, whether 
incorporated or not, the United States, 
the District of Columbia, any state or 
territory of the United States and any 
political, corporate, administrative or 
other division or agency thereof, to 
the extent engaged in rendering tele- 
phone communication service (and such 
telegraph and teletypewriter service as 
may also be conducted by him), within, 
to, or from the United States, its ter- 
ritories or possessions. 

(2) “Material” means any commod- 
ity, equipment, accessory, part, assem- 
bly, or product of any kind. 

(3) Without regard to whether or 
not the expenditures therefor are for 
any reason required to be recorded in 
the operator’s accounting records in ac- 
counts other than maintenance and 
repair: 

(i) “Maintenance” means the up- 
keep of an operator’s property and 
equipment in sound working condition. 

(ii) “Repair” means the restora- 
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tion, without thereby increasing exist- 
ing facilities of an operator’s property 
and equipment which has been ren- 
dered unsafe or unfit for service by 
wear and tear, damage, destruction of 
parts, or similar cause. 

(4) “Operating supplies” means any 
material which is essential to and con- 
sumed in the operation of communica- 
tion services by an operator but does 
not include any material which is phys- 
ically incorporated in whole or in part 
in the property or equipment of the 
operator. 

(5) Material for maintenance, re- 
pair or operating supplies for the pur- 
pose of this order shall not include 
material used for: 

(i) The improvement of an opera- 
tor’s property or equipment through 
the replacement of material which is 
still usable in the existing property or 
equipment with material of a _ better 
kind, quality or design; 

(ii) Additions to or expansion of 
the operator’s existing property or 
equipment. 

(6) “Operating construction” means 
the use of materials by an operator for 
such construction of exchange and toll 
plant (including such telegraph and 
teletypewriter service as may be con- 
ducted by an operator) as is permitted 
under the provisions of General Con- 
servation Order L-50 as amended from 
time to time. 

(7) “Operator’s inventory of mate- 
rial” shall include all items of new 
and/or salvaged material and supplies 
on hand, whether held for current use 


or for sale as junk, until physically 
incorporated into plant by way of 
maintenance, repair, operating con- 
struction or otherwise, and without 
regard to whether or not such items 
of material are carried in the opera- 
tor’s accounting records under “Mate- 
rial and Supplies Account” exclusive 
nevertheless of: 

(i) Any equipment of a superseded 
type reserved by an operator for reuse, 
as a practical measure of conservation 
to meet probable future operating con- 
tingencies; 

(ii) Any material identified for use 
in projects which have been specifically 
authorized by the War Production 
Board upon application of an operator; 

(iii) Any operating supplies which 
are in the process of being consumed 
by an operator. 


(8) “Equipment of a supe rseded 
type” as used in paragraph (a) (7) 
(i) above shall not apply to such equip- 
ment drawn from superseded stock to 
replenish current working inventories 
nor to material which is no longer us- 
able and is junk nor shall it apply to 
regular items which are no longer 
manufactured because of restrictions or 
limitations imposed by the War Pro- 
duction Board; but said terms means 
equipment which is: 

(i) No longer manufactured or car- 
ried by the manufacturer as a regular 
item for sale to operators except for 
repair and maintenance or for addi- 
tions to existing installations; or (uv) 
Of such character that were it not for 
the possibility of using it to meet serv- 
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ice requirements of the war program 
the operator would hold it only for use 
for maintenance or repair or for addi- 
tions to existing installations, and, if 
not thus required, would dispose of it 
by sale as usable equipment or junk. 

(b) ASSIGNMENT OF PREFERENCE 
RatinG. (1) Subject to the terms of 
this order, the following preference 
ratings are hereby assigned to oper- 
ato 


) AA-5 for deliveries to an opera- 
tor of material required by him for 
maintenance, repair, operating supplies 
or operating construction. 

i) For deliveries to an operator of 
material required by him for the con- 
struction of facilities necessary to serve 
defense projects bearing a rating of 
44-5 or better, the same rating as is 
assigned to such defense project; ex- 
cept that where such project is as- 
signed two or more ratings and both 
or all of these are AA-5 or better, such 
deliveries to an operator are assigned 
the lowest rating which is assigned to 
such defense project. 

(iii) AA-2X for deliveries to an op- 
erator of material, required by him for 
repair of an actual break-down of ex- 
isting facilities (other than buildings), 
pro ided that such AA-2X rating shall 
not be applied to more than 30 per 
cent of the material which could be 
used for any purpose in each calendar 
quarterly period under the provisions 
of paragraph (e) (2) of this order. 
Provided, further, that in no event 
shall the dollar value of materials used 
under this rating together with the 
dollar value of other materials used 
pursuant to paragraph (e) (2) hereof, 
exceed, during the quarter the rating 
is so applied and the three next suc- 
ceeding calendar quarters, 110 per cent 
of the aggregate dollar value of mate- 
rials used for maintenance, repair, op- 
erating supplies and operating con- 
struction during the calendar year 
1940. 

(2) APPLICATION AND EXTENSION OF 
RATINGS. The ratings assigned by 
paragraph (b) (1) above shall be ap- 
plied and extended in accordance with 
Priorities Regulations Numbers 1 and 
3, as amended from time to time. 

(3) In addition to the requirements 
of paragraph (b) (2) above, an op- 
erator: 

(i) In order to apply the preference 
rating assigned by paragraph (b) (1) 
(u), shall first file Form PD-685 with 
the Communications Equipment Divi- 
sion, War Production Board, Washing- 
ton, D. C., Ref.: P-130, setting forth 
in detail the appropriate information 
requested on such form, and in addi- 
tion thereto, such other information as 
may be from time to time required. 
The Director General for Operations 
will thereupon notify the operator 
whether and to what extent the ap- 
plication is approved. 

(ii) Who applies the preference rat- 
ing assigned by subparagraph (b) (1) 
(wi) shall execute and file Form PD- 
684 with the Communications Equip- 
ment Division, War Production Board, 
Washington, D. C., Ref.: P-130, setting 
forth in detail the appropriate infor- 
mation requested on such form, and 
m addition thereto, such other infor- 
mation as may be from time to time 
required. 

(c) RESTRICTIONS ON USE OF RATING. 
(1) In addition to the limitation in 
paragraph (c) (3) below, the prefer- 
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ence ratings hereby assigned shall not 
be applied by an operator: 

(i) To obtain deliveries of materi- 
als containing copper, iron, steel, or 
nickel where such metals could be elim- 
inated from said materials by the sub- 
stitution of less scarce metals without 
serious loss of efficiency in the use of 
said materials. 

(ii) To obtain material for operat- 
ing construction as defined in para- 
graph (a) (6) for exchange plant of 
any kind (exclusive of telegraph and 
or teletypewriter plant) or for toll tele- 
phone central office equipment or for 
combined exchange and toll telephone 
central office equipment where the cost 
of such material to which the rating 
is applied in any single case exceeds 
2,500 or the total cost of material 
(both new and reused) in a single 
case exceeds $5,000, or, to obtain PBX 
switchboards required to serve sub- 
scribers other than those set forth in 
paragraphs (e) (1) (i) and (e) (1) 


(ii) of General Conservation Order 
L-50. 
(iii) To obtain material for operat- 


ing construction as defined in subpara- 
graph (a) (6) for toll line plant where 
the cost of material (both new and 
reused) in any single case exceeds $500. 


(iv) To obtain material for operat- 


ing construction as defined in para- 
graph (a) (6) for telegraph and/or 
teletypewriter plant unless the same 


is required to meet the demands of the 
service categories included in para- 
graph (e) (1) (i) of General Con- 
servation Order L-50 and the cost of 
material (both new and reused) in any 
single case does not exceed $500. 

(v) The foregoing dollar limitations 
in paragraphs (ec) (1) (i), (ce) (1) 
(iti) and (c) (1) (iv) shall not apply 
to the portions of the material or 
equipment obtained from the operator's 
inventory or plant to meet temporary 
traffic or emergency requirements other 
than those occasioned by regularly re- 
curring seasonal or holiday require- 
ments. Any material or equipment so 
employed to meet such requirements 
shall be, upon the termination of such 
temporary traffic or emergency require- 
ment, restored to the location in plant 
from which it was taken, if the service 
requirements at that time justify, or 
placed in inventory. In case the re- 
quirement for use of such material or 
equipment extends in any single in- 
stance beyond a period of thirty (30) 
days, the operator shall on or before 
the thirtieth day of such use make 
application to the War Production 
Board, Washington, D. C., Ref. P-130 
on Form PD-716 for authorization to 
continue the use of such material or 
equipment, setting forth in detail the 
appropriate information requested on 
such form, and in addition thereto 
such other information as may be from 
time to time required. 

(vi) Excepted from the foregoing 
provisions of paragraphs (c) (1) (ii), 
(ce) (1) (iii) and (ce) (1) (iw) are all 
materials authorized under the provi- 
sions of paragraph (b) (1) (1%) on 
Form PD-685. 


(2) An operator by applying or ex- 
tending any preference ratings hereby 
assigned thereby represents to the sel- 
ler and to the War Production Board 
that the material thus to be acquired 
will be used in conformity with all 
provisions of General Conservation Or- 
der L-50, as amended from time to 


time, and in addition that the acquisi- 
tion of such material will not violate 
the provisions of paragraph (e) (1) 
hereof, or that such acquisition and/or 
use has been specifically authorized by 
the Director General for Operations. 


(3) No operator shall subdivide a 
single order, job or project to qualify 
the same under the terms of this order. 

(d) Reports. Each operator af- 
fected by this order shall file such re- 
ports and questionnaires with the War 
Production Board as may from time 
to time be required by the Director 
General for Operations. 

(e) RESTRICTIONS ON DELIVERIES, 
INVENTORY, AND USE. (1) On and 
after October 15, 1942, except as pro- 
vided in paragraph (e) (3) below, no 
operator who has applied the rating 
assigned hereby shall at any time ac- 
cept deliveries of material (whether 
or not rated pursuant to this order) 
to be used for any purpose: 

(i) Until the dollar value of the 
operator’s inventory of material shall 
have been reduced to a practical work- 
ing minimum. Such practical working 
minimum shall in no event exceed 27% 
per cent of the dollar value of material 
used for all purposes during the cal- 
endar year 1940 

(ii) Where the receipt thereof shall 


increase the dollar value of the op- 
erator’s inventory of material to an 
amount in excess of normal require- 


ments which in no event shall exceed 
27% per cent of the dollar value of 
material used for all purposes during 
the calendar year 1940. 


(2) Except as provided in para- 
graph (e) (3) below, no operator who 
has applied the rating assigned hereby 
shall, during any calendar quarterly 
period, withdraw material from his in- 
ventory of material, for use for main- 
tenance, repair, operating supplies, and 
operating construction the aggregate 
dollar value of which shall exceed 110 
per cent of the aggregate dollar value 
of such material used during the cor- 
responding quarter of 1940, or at the 
operator’s option 27% per cent of the 
aggregate dollar value of such material 
used during the calendar year 1940. 

(3) (i) Any operator whose average 
value of inventory of material for the 
five calendar years prior to January 1, 
1942, did not exceed $10,000, shall be 
exempt from the provisions of subpara- 
graph (1) above. 

(ii) Any operator whose use of ma- 
terials for the year 1942 does not ex- 
ceed $10,000, shall be exempt from the 
provisions of subparagraph (2) above. 

(iii) Material delivered pursuant to 
paragraph (b) (1) (ii), shall be ex- 
empt from the provisions of subpara- 
graphs (1) and (2) above. 

(iv) From time to time, the Direc- 
tor General for Operations may deter- 
mine that certain operators are exempt 
in whole or in part from the restric- 
tions contained in subparagraphs (1) 
and (2) above. 

(v) The ratings assigned in para- 
graphs (b) (1) (i) and (b) (1) (ii) 
may not be used to obtain automotive 
replacement parts as defined by Order 
L-158. 

(f) SALES OF MATERIAL FROM EXx- 
cess Stock. Any operator may sell to 
any other operator materials from the 
seller’s excess stocks or inventories, 

(Please turn to page 31) 











young mother who ordered the 
colored maid to “find out what little 
Willie is doing and tell him to stop it” 
seems about to be worked out in 
life under the 
Manpower 


Tre OLD joke about the harassed 


real 
new manpower set-up. 
Director Paul V. McNutt 
has the authority, technically, to find 
out what virtually all of us (not ac- 
tually in the armed services) are doing 
and to tell else. 
Actually, no such strong-arm stuff is 
expected. But somewhat similar results 
may be obtained by indirect methods 
as we shall see later. 


us to do something 


It might be noted in passing that 
there is an inevitable political angle in 


the elevation of McNutt to the post 
of manpower “czar.” It is a political 
hot spot, and, unless handled most 


adroitly, it is quite likely to make the 
“ezar’” about as unpopular as 
Henderson (who seems to be stopping 
about 75 per of all the 
brickbats and stale vegetables being 
thrown at Washington these days). 


Leon 


cent verbal 


Now, it is no secret that the hand- 
some Mr. McNutt still has political 
ambitions for 1944. Hence the reaction 
cynical when the 
news came that President Roosevelt had 
decided to elevate McNutt to the post 
of manpower czar instead of Secretary 
of Interior Ickes as had‘ been earlier 
expected. That reaction can be summed 
up in a single line which appeared in 
one of the political gossip columns: 
“President Roosevelt has taken McNutt 
out for target practice and when they 
come back MecNutt’s presidential boom 
will look like the French Navy at 
Toulon.” 


of some observers 


That may or may not come to pass, 
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mo. the Nation's 


Capital 







By FRANCIS X. WELCH 
Washington Correspondent for TELEPHONY 


Utilities, classed as critical industries by WMC, should 
make out relatively well under civilian manpower control; 
Manning Table Plan discussed. . . . Board-to-board and 
station-to-station separations controversy reviewed. 


and it is relatively unimportant at this 
stage of the emergency. The fact is 
that the concentration of manpower 
under McNutt has already accom- 
plished two things which should prove 
quite helpful to the utilities: 


First, there is the blanket exemption 
of men who have passed their thirty- 
eighth birthday from enlistment or in- 
duction into the armed forces. 

Second, there is some assurance that 
the essential civilian character of 
utility service will be recognized be- 
cause of the continued civilian control 
over manpower regulation, both mili- 
tary and civilian. 


Going back to the first point noted 
above, it is probably true that a large 
proportion of the keenly needed key 
men in the operating telephone busi- 
ness have celebrated their thirty-eighth 
birthday. And so, this blanket exemp- 
tion covers not only certain valuable 
family men but some pretty valuable 
bachelors and others whose lack of 
dependents might make them subject 


to early draft if the “38 deadline” 
had not developed. Again, the “3 
limit” covers within the scope of 


its blanket certain highly skilled ex- 
ecutives or professional men (such as 
purchasing officers) whose work has 
so far failed to win specific recogni- 
tion as essential occupations by the 


War Manpower Commission (WMC). 


Finally, and in any event, an occu- 
pational deferment would be good only 
for six months, whereas this “38 limit” 
is likely to hold up for the duration 
unless our military fortunes suddenly 
go very badly. 

But the “38 limit” carries with it 
a corresponding responsibility. Its 
purpose was to reserve the older re- 
sponsible men for civilian duties which 
they are better able to perform. But 
by the same token, there will be in- 
creasing pressure on the younger men 
for military duty. In plain words, this 
is going to mean that occupational de- 
ferment will be harder to get for the 
younger fellows. So it will be necessary 
for all industry to make greater use 
not only of the “38 plus” male em- 
ployes but also women, the physically 
handicapped, and in some _ instances 
available minority groups, such as 
negroes, which heretofore may not have 
been employed for some duties as a 
matter of policy. 

It is not clear to this correspondent 
whether Mr. McNutt has the power, 
theoretically, to call up Emile the hair 
dresser and tell him to drop that mar- 
cel iron and get down to the railroad 
station and clean out the spittoons. 
The recent WMC order freezing sev- 
eral hundred thousand employes in the 
Michigan area in their war jobs sug- 
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gests that Mr. McNutt has a good deal 
of civilian manpower control, as dis- 
tinguished from drafting manpower 
for military purposes. 

But whether this power would go 
to the extreme of ordering an _ indi- 
vidual out of one kind of a job in one 
end of the country and into another 
kind of a job in the other end of the 
country is perhaps a moot question. 
No administrator in his right mind 
and certainly not such a_ political 
smoothy as Mr. McNutt, is going to 
take such a crude or trouble-making 
yproach, especially when he can get 
out the same results in a much more 
diplomatic manner. 

Approximately the same results can 
be obtained indirectly by channeling 
the hiring of all new employes through 
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war to observe Christmas. 


links in the chain that will signify Victory. 


Holiday 
Greetings 


As Christmas draws near in a war-torn world, our hearts are full of unrevealed emo- 
tions as we reflect on how Christmas will be observed throughout the universe this year. 
In most places how different will be the occasion from that intended by the Prince of Peace, 
for there is little hope that the brutal Axis leaders will grant even a brief respite from 
They stand for the opposite of all that Christmas means. 


Last Christmas found an America newly-awakened to the full import of what the Pearl 
Since then, we have rolled up our sleeves and tackled a bitter job 
with the firm resolve to see it through to the end—fully aware that the cost will be great. 
Probably not one American home has escaped some effect of the war, and family scenes 
this Holiday Season will reflect the disruption of home life, with millions of our men in 
training camps or already overseas throughout the world. 


But the tinge of sadness overshadowing this Christmas begins to lift when we remem- 
ber that Christ was born into a world of hate and war that likewise desperately needed peace 
More than ever before humanity today needs the Light of the World to dispel 
the clouds of darkness that now envelop the earth, and to revive the day when hope and faith 
are reborn—and we gain tremendous reassurance from the fact that Christmas has out- 
lived all the world’s tyrannies and wars. 

Saying “Merry Christmas” to our readers this year might sound somewhat empty, and 
so, instead, TELEPHONY extends warm Holiday Greetings to all of you who are important 
With you, we renew our pledge to help main- 
tain the vital lines of communication—and to cooperate in every way possible on the home- 
front so that the sacrifice of our men on the battlefront will not be in vain. 
we want to preserve at home the peace and personal liberty for which they are fighting, so 
that the full meaning of Christmas will reign in the hearts of men everywhere. 


the United States Employment Service 


(USES). 


“freezing’ 


Thus, instead of arbitrary 
or compulsory “drafting” of 
workers for essential jobs, such jobs 
will eventually be given a “priority” 
in hiring through USES. The non- 
essential job will go to the bottom of 
the hiring list when it becomes vacant 
(such as the clerkship at a florist shop 
made vacant by the draft or a job in 
a war plant). On the other hand, the 
war worker or industry” 
worker who quits without reason or 
clearance through USES will be un- 
able to get another job of less essential 
nature. 


WMC implementing these 
policies are still some months away but 
the telephone industry does not have 
to worry about them. On the contrary, 


, 


“essential 


orders 















As individuals, 


all public utilities with their status as 
critical industries already recognized 
and established by WMC ought to make 
out relatively well under this ar- 
rangement. 

Less essential employment, however, 
is going to take a beating before the 
end of the year 1943. Unofficial esti- 
mates have been made that 80 per cent 
of all of the cafes will become cafe- 
terias. Many specialty shops carrying 
luxury lines will have to fold up for 
lack of help, unless the proprietor and 
his family can keep them going. (They 
may have to close up anyhow for lack 
of something to sell.) 

Other utilities are already resigned 
to the inevitability of women meter 
readers riding bicycles, conductorettes 
on street cars, and there will be many 
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an old timer who will climb a pole in 
1943 after he thought he would never 
put spurs on his legs again. 
Desirability of the Manning Table 
Plan for utilities is stressed by the 
WMC. This is simply a_ systematic 
listing of the personnel requirements 
of a given organization in advance of 
draft or civilian manpower demands. 
It is a sort of “preview” which puts 
local WMC officials on notice that so 
many men (names, ages, and other de- 
tails) are considered essential for the 
continued operation of the organiza- 
tion in question. It must also indicate 
what steps are being taken—with time 





schedules—to replace personnel subject 
to induction. 
The advance notice feature assures 


WMC consideration. It removes the 
uncertainty of waiting until an indi- 
vidual deferment application is acted 
upon. The plan is designed for utilities 
and industries which are 75 per cent or 
more engaged in war work and essen- 
tial civilian industry, such as utilities, 
railroads, etc. 

The technique of the Manning Table 
Plan is something like this: A _ pros- 
pective applicant (company) fills out 
and files a Manning Table application 
with the nearest regional or area di- 
vision of the WMC. If the application 
is approved, the company will receive 
five copies of a Manning Table with 
instructions for compiling it. Retain 
one copy, file the other four (the re- 
gional WMC retains one, sends one 
each to State Selective Service, state 
USES, and WMC at Washington). 

When a table is accepted by the 
State Selective Service director, he will 
assign an acceptance number to the 
employing company. The latter is then 
authorized to use this number with a 
stamp or affidavit-occupational classi- 
fication (Form 42A). Listing of per- 
sonnel over 38 is advisable because of 
the possibility that military necessities 
may later require WMC to boost the 
age limit on active military service. 


* * * 


Some 40 Independent telephone com- 
panies identified with the so-called 
Gary group have filed a statement of 
policy with the Federal Communica- 
tions Commission in both the toll rate 
reduction “‘show cause” order and the 
so-called toll separation “proceeding” 
(Docket 6328), which takes an unequiv- 
ocable position in favor of the so- 
called “station-to-station” basis for de- 
termining the cost of toll service. Other 
Independent groups are reported to be 
considering this general subject matter 
and interesting developments along 
this line are in early prospect. 

The argument that the station-to- 
station basis for computing toll line 
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Edge- 
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22 and 23. 


Telephone Association, 
tives’ Spring Conference, 











calls (as distinguished from _ the 
“‘board-to-board” basis which has been 
followed by the Bell System hereto- 
fore) results in more equitable treat- 
ment of connecting carriers, including 
Independent telephone companies, is 
presented by the Gary group brief 
filed by its Washington attorney, Carl 
I. Wheat. 

This station-to-station argument is 
also developed by another interesting 
document filed with the FCC in Docket 
6328 by the railroad commission of the 
state of California. This document 
which is entitled ‘“‘Proposed Findings 
of Fact and Conclusion” makes the 
following points—condensed for 
brevity: 


(1) The “use” basis of preparing 
a separation of interstate and intra- 
state properties is no new theory—it 
has been followed by eminent regula- 
tory authority for some years and has 
been recommended bv the joint staff 
committee of the FCC. and the state 
commissions. Even the Bell System has 
indicated in hearings that it favors the 
“use basis” of separation. 


(2) Some single uniform method 
should be established, for if the state 
commissions follow board-to-board on 
local rate making and the FCC follows 
station-to-station on toll rate making, 
the public is overcharged. Conversely, 
a uniform treatment would assure the 
Bell System and particularly connect- 
ing carriers of fair treatment. 

(8) Something must be done pretty 
soon one way or the other. Toll facili- 
ties are being installed at a prodigious- 
ly rapid rate. Economies and technique 
on toll lines are improving all out of 
proportion with corresponding progress 
in terminal exchange facilities. which 
have reached a more or less static cost 
basis (if indeed their operating costs 
are not zooming upward). 

(4) While there mav be a small 
difference in the cost of making sepa- 
ration studies on a station-to-station 
basis, it is not important enough to 
have a substantial bearing on the de- 
termination of a sound rate structure. 


(5) The exact text of the Cali- 
fornia commission brief states: 


The board-to-board basis in and 
of itself does not provide full com- 
pensation to connecting companies. 
A special study by the American 
Telephone & Telegraph Co. in 1932 


showed that an additional am unt 
of 11 cents for every Long I ines 
interstate message would be due the 
connecting company under the sta- 
tion-to-station method as comp:.red 
with the board-to-board basis. T \us, 
if settlements are made on a board- 
to-board basis, the exchange ~ub- 
scriber is required to bear par: of 
the toll service cost. 

If the study of 1932 of the Ameri- 
can Telephone & Telegraph Co. which 
shows a differential of 11 cents per 
message on Long Lines messages be 
applied to the approximately 85,0.0,- 
000 interstate messages, it is ap- 
parent that connecting exchange com- 


panies would be entitled to over 
$9,000,000 annually as_ additional 
compensation. 


If consideration be given to all toll 
business, which was approximately 
one billion toll messages in 1941, it 
is clear that a very large sum is in- 


volved. In the absence of a separa- 
tion, it is not known how much this 
may be in money; but if a differ- 


ential of five cents on the average 
be assumed, which is less than half 
of the American Telephone & Tele- 
graph Co. study for Long Lines, and 
if as the Bell System contends, all 
rates are on a board-to-board basis, 
then $50,000,000 of exchange rev- 
enues are being used to support the 
toll business in addition to the 
revenue from the quoted toll rates. 


The conclusion of the California 
commission, made from these points, 
follows in part: 


The  station-to-station method of 
separation, which recognizes the actual 
joint use of telephone facilities for toll 
and exchange purposes, is in full har- 
mony with the provisions of the Gom- 
munications Act, reserving to the state 
commissions the right to regulate in- 
trastate rates. Clearly this right is 
limited if the Federal Communications 
Commission should find that the intra- 
state revenues must contribute to the 
support of interstate service through 
the use of board-to-board separation 
methods in prescribing jurisdictional 
boundaries. 

Fundamentally, the station-to-station 
separation should be adopted, since it 
clearly meets the test of Smith vs. IIli- 
nois Bell, wherein the Supreme Court 
said, ‘““‘That by some practical method 
the different uses of the property may 
be recognized and the return properly 
attributable to the intrastate service 
may be ascertained accordingly.” (282 
U. S. 151) 


There is no near degree of unanimity 
among the Independent telephone com- 
panies on the proposed shift of toll 
cost determination from board-to-board 
to station-to-station. Some companies, 
after careful consideration of their 
position, still feel that their interests 
might be better protected by retention 
of the board-to-board system. 

There is also some argument to the 
effect that adoption of the station-to- 
station basis would result in an intru- 
sion of federal (FCC) jurisdiction into 
local exchange matters. Finally, there 
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CABLE TROUBLE LOCATION 
By Bridge Method. 


By A. O. Lindle 


General Plant Superintendent 
Tri-County Telephone Co. 
South Haven, Mich. 


ONTRARY to the general belief of 
the average telephone man, the 
wheatstone bridge is a simple in- 

strument to use and a knowledge of 
higher mathematics is not required by 
the user. Accurate results are as- 
sured when a few simple rules are ob- 
served. The object of this article is to 
make clear a few of the problems usu- 
ally encountered by the tester when 
locating cable trouble in the telephone 
plant. These methods have all been 
tested by the writer over a period of 15 
years and found adequate in every way. 

One difficulty in cable testing is en- 
countered when all conductors are wet 
and the simple varley test cannot be 
used. In this case, an auxiliary wire 
strung out on the ground between ter- 
minals can be used to advantage. A 22- 
gauge weatherproof wire, 4,000 to 5,000 
feet in length, placed on a small take-up 
reel will prove ideal for use with this 
testing method. This length will not 
ordinarily be required and a shorter 
wire will prove adequate in most ex- 
changes. Also a wire of any gauge will 
prove satisfactory. The resistance of 
the auxiliary wire must be known when 
calculating the distance to trouble and, 
for accuracy, temperature corrections 
should always be made. 

Fig. 1 indicates cable trouble between 
terminals No. 1 and No. 2. The bridge 
is connected at terminal No. 2 and the 
auxiliary wire extended to terminal No. 
3. The loop and bridge reading is 104 
ohms which indicates the trouble is 
either at terminal No. 2 or beyond it 
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the central office. Next make 
the test as described in Fig. 3 to check 
the actual location. Fig. 2 indicates the 
trouble is at terminal No. 3 or beyond. 
Repeat test by attaching the auxiliary 
wire on terminal No. 4 to obtain actual 
location. Fig. 3 shows a test used to 
locate the trouble 
No. 1 and No. 2. 


toward 


between terminals 

Fig. A shows a method of trouble lo- 
cation with equal bridge arms, the read- 
ings indicated, and the simple formula 
shown. Fig. B shows the same method 
used with unequal bridge arms. 


The following of 


various gauges of cable should be used 


resistance values 


Auxiliary Wire ~ 
> Short 


Cable Wire. — 
= Totel loop « 200 ohms 
Distance from test point to gerd. 
Setting on bridge = 1120 jomme 
Ratjo pf bridge erme = A/B « 

18 Aibore Sf 


=e 
eae 


L-CR @ 200-.1 x 1120 = 
ye a 


200-112 = 68 = 88 ohms. 
~—_— oa 


should’ be 
to 


The following precautions 


observed on all cable tests insure 


best results: 


(1) When the varley equals the loop, 
the trcuble is either at the test point or 
back of it. 


(2) When the varley is equal to the 
difference between the auxiliary wire 
and the cable wire, the trouble is either 
at the short or beyond it. 

(3) When using 200-volt battery, a 
10,000-ohm resistance should be con- 
nected in series to protect the galva- 
nometer. 

The use of unequal bridge arms can 
be kept to a minimum by connecting a 


50-ohm external resistance in series 
with this method: with the auxiliary wire. 
Gauge 24 22 20 19 16 13 
RM BOOP The ok. wieaxdscds 51.37 32.30 20.32 16.11 8.04 4.01 
ok  ) 25.68 16.15 10.16 8.05 4.02 2.004 
Loop ft. per ohm........... 19.47 30.96 49.22 62.07 124.45 249.53 
Single ft. perohm.......... 38.94 61.92 98.44 124.14 248.90 499.06 


Add .022 x total resistance for each degree 


Subtract x total resistance for each degree 


L-41 Construction Order 
Is Amended 


Conservation Order L-41 of the War 
Production Board, which governs the 
use of materials in the erection, con- 
struction, remodeling or rehabilitation 
of any building structure or project, 
including telephone buildings, has been 
amended to prohibit for the duration 
any such construction 
other things, it: 


unless, among 


(1) Can be completed with mate- 
rials which are either on hand or can 
be obtained without making applica- 
tion for priorities assistance and upon 
completion will not require the incor- 
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of temp. above 68° F. 


of temp. below 68° F. 


poration of any materials, on site or 
off site, to supply electric, gas, water, 
steam, telephone or sewage disposal 
service. 


(2) Is industrial, and the estimated 
cost is less than $5,000. 


(8) Is to reconstruct or restore in- 
dustrial or other restricted construc- 
tion damaged or destroyed after Sep- 
tember 7, 1942, by fire, flood, tornado, 
earthquake, act of God or the public 
enemy, where the immediate recon- 
struction thereof is necessary for the 
prosecution of the war or the protec- 
tion of public health or safety; pro- 
vided that within five days of the dam- 
age or destruction notice thereof is 
given by telegraph to the War Produc- 
tion Board setting forth (a) the cause 


of the damage or destruction, (b) the 
function of the building, structure or 
project which has been damaged or 
destroyed, (c) the type of construct on, 
(d) why immediate reconstruction or 
restoration is necessary, and (e) the 
estimated cost of reconstruction; nd 
provided further, that within wo 
weeks of the giving of such telegra; hic 
notice, Form PD-200 is filed in acc: rd- 


ance with the provisions of the orer. 


(4) Has been or is hereafter aut 


yr- 
ized by the Director of Priorities of 
the Office of Production Management 
or by the Director of Industry Opera- 


tions or the Director General for O 
ations of the War Production Boa 


y= 


Where the applicant does not require 


priorities assistance, application for 


specific authorization to begin con- 
struction classified in the order may be 
made by filing Form PD-200 revised, 


or such other forms as may hereafter 
be prescribed by WPB, together with a 
statement showing: (1) that no prior- 
ities assistance requested; (2) 
whether any previous application for 
authorization has been denied, and, if 
the and (3) 
total of all construction on the 
particular building, structure or proj- 
ect in the preceding 12-month period. 


is 


reasons therefor 
value 


so, the 


In applying either for priority 
sistance for authorization to begin 
construction, the applicant should also 
submit additional information to 
the necessity for the con- 
struction, any exceptional hardships 
which the restrictions of this 
impose upon him, the effect on em- 
ployment conditions if the application 
denied, and any other 


as- 


or 


as 


proposed 


order 


is pertinent 


facts. 


Vv 


Charles Joy New Manager 
At Pontiac, Ill. 


Charles Joy, son of Mr. and Mrs. 
Homer Joy of this city, who had been 
district manager of the Illinois Tele- 
phone Co., with headquarters at Rood- 
house, the past four years, was trans- 
ferred to Pontiac November 23 where 
he is now manager of the Automatic 
Home Telephone Co. there. He for- 
merly employed in the Streator 
office of the Illinois Valley Telephone 
Co. before being sent to Roodhouse. 


Mr. Joy succeeds George Wopat at 
Pontiac, the latter resigning his posi- 
tion recently enlist military 
service. 


was 


to for 


Vv 
Pigeons Trained for U. S. Army 


Several hundred homing pigeons are 
being trained in Britain as messengers 
for the United States Army. They are 
being accustomed to battle conditions 
by diving airplanes at them and ex- 
ploding firecrackers near. 
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OW THAT materials are difficult 

to obtain, it may not be possible 

to manufacture mine type tele- 
phones in sufficient quantities to meet 
normal requirements. If this proves 
true, then it will probably be neces- 
sary to install standard wall type tele- 
phones in a suitable weather-proof box 
so that it can be mounted outside. This 
method is not new although it has 
never proved entirely satisfactory as 
wood boxes will shrink and crack so 
that moisture enters and causes trouble 
in the telephone instrument. Also, the 
boxes are large and cumbersome. 


It is believed that a wood box of a 


special design could be constructed 
which would prove satisfactory. In 


order to reduce the size, the wall tele- 
phone could be mounted on the lid so 
that when opened it would come out of 
the box in the clear where it could 
be used conveniently for talking. If 
anyone has any ideas along these lines, 
we should be happy to have them. 


Production lines are battle lines and 
telephone lines are often life lines. 


Maj. H. C. Nichols has been ap- 
pointed officer in charge of the wire 
plant Office of the 
Chief Signal Officer, and promoted to 
the rank of lieutenant colonel. Before 
the war Colonel Nichols was with the 
Northwestern Bell 
Omaha, Neb. 


section, branch, 


Telephone’ Co., 


e examined some practically new 
switchboard plugs the other day that 
had been ruined by careless handling 
after being in use only a short period 
of time. Due to the present need of 
conserving critical material during the 
present emergency, it is most necessary 
that operators take every precaution 


DECEMBER 19, 1942 


to insure maximum life of all equip- 
ment. 


Bill MeclIlvane, general sales man- 
ager, and Pat Terrell, of the Washing- 
ton office of Steel Co., 


called one day recently and we partici- 


Copperweld 


pated in some hot and heavy verbal 
wire-stringing. It is surprising when 
one realizes the progress that has been 
made in open wire telephone construc- 
tion during the past few years. 


C. E. Heston, 
manager of government sales, sent me 


Stromberg-Carlson 


a list of all switchboards which his 
company has sold to the Signal Corps 
since 1906. I located a_ two-position 
non-multiple switchboard on the list 
that the writer installed at the old 
Columbus Barracks back in 1919. 


Dermot K. Foley, cable splicer of 
the artillery office, Fort 
Worden, Wash., writes with reference 
to the automobile pump method of 
flash testing cable splices. Mr. Foley 
states in part: 


engineer’s 


“The Southern California Telephone 
Co. experienced difficulty in obtaining 
dry nitrogen in sufficient quantities at 
the time the ‘Victory Joint’ was intro- 
duced last January. The splicing crews 
were all issued a hand-operated auto- 
mobile pump for use in ‘flash testing’ 
wiped joints. The attachments are the 
same as those used with the nitrogen 
gas method. 
as follows: 


The procedure is briefly 


“Operate the pump, with hose at- 
tached, a few times to expel any mois- 


ture that may be in the hose before 


attaching to the sleeve. After connect- 
ing the hose to the sleeve in the usual 


manner, the helper operates the pump 
vigorously for two minutes to build up 
pressure inside the cable. The joint 
is then soaped thoroughly, with the 
pump in constant operation during the 
soaping.” 

information and we 
thank Mr. Foley for sending it in. 


This is good 


The only unfavorable comments Mr. 
Foley heard about the pump method 
came from the helpers who used to 
resent the curious stares of passers-by. 


We note that even in this mild 
climate cable splicers are using some 
type of heating device in their tents 
We do not believe that 
this is due to splicers becoming more 
tender but can probably be traced to 


on cold days. 


the fact that good, safe heating devices 
are now available at a reasonable cost. 
After all, there seems to be no good 
reason why splicers should not work in 
comfort in cold weather. 


Capt. I. 
tells an interesting story of how one 
certain underground cable was placed 
through a lava bed for a distance of 
about two miles high up in the moun- 
tains of a certain western state. A 
row of holes about 15 inches deep and 
18 inches apart were drilled and blast- 
ing powder was used to loosen the rock 
so that the ditch could be opened with 
a plow. It is stated that the ditch 
opened in this manner was as smooth 
as one dug by hand. 


P. Robertson, Signal Corps, 


The question of backfilling the trench 
presented a serious problem which was 
carefully considered. It was feared 
that if the rocks were replaced, the 
entrance of water which would freeze 
in winter would cause trouble on the 
cable. Concrete could be used but 
would prove difficult to remove in the 
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NEON TROUBLE LAMPS: A small neon lamp now 

available is provided with a black bakelite body 

and a transparent cap. This lamp, shown in the 

above photograph, can be furnished for 24 or 48- 

volt operation. This neon lamp is ideal for use as 

a trouble indicator on all types of telephone cir- 
cuits such as a heat coil or fuse alarm 


event of trouble. Finally, the trench 
was filled with asphalt of the mix gen- 
erally used for pavement repair. This 
not only provides a waterproof seal but 
also can be easily removed when nec- 
essary to clear trouble on the cable. 


Some people laughed when we 
tioned wood manhole 
page a few weeks ago and claimed that 
they were impossible. Now, we 
that the newspapers published a “Wide 
World Photo” on November 23 showing 
manhole frame and 
Los Angeles, Calif. It 


men- 
covers on this 


note 


a wooden cover 
being used in 
is claimed that this cover is decay and 
termite-proof and saves a total of 500 


pounds of metal—250 pounds in the 
cover and an equal amount in the 
frame. This type of cover certainly 


has wartime possibilities. 


There has recently been perfected a 
device whereby a dry cell, battery- 
operated lantern may be used to 
vide emergency light in a 
exchange. A relay is held operated 
by the commercial power and should 
this current fail the relay releases and 
closes the circuit through the dry cells 
to light the battery lantern. This ap- 
pears to be a simple answer to the 
emergency light problem in the small 
and medium sized telephone exchange. 


pro- 
telephone 


Now we note that “Sound Projector” 
is a new name for a loudspeaker of 
the type used on a _ public 
system. 


address 
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Ponca., Neb., Exchange Sold 

E. C. Hunt, Blair, Neb., who owns 
a number of telephone properties in 
Nebraska, recently purchased _ the 
Ponca (Neb.) telephone exchange, it 
has been reported. 


D. H. Townsend Serving 
In the War Effort 

Don H. Townsend, valued old-time 
subscriber of TELEPHONY and formerly 
manager of the Churchill County Tele- 
phone & Telegraph Co., Fallon, Nev., is 
doing his bit to hasten the achievement 
of victory in the present world-wide 
conflict. He is principal engineering 
aide of the Signal Service at Large, 
Headquarters Ninth Service Command, 
out of the Presidio of San 
Francisco, Calif. 


working 


Mr. Townsend has written many arti- 
cles for TELEPHONY throughout the 
years and is well-known to telephone 
people. He has ideas for other articles 
which he would like to prepare for 
TELEPHONY, but he is too busy working 


for Uncle Sam to find time for much 
else. He writes: “We have a war on 
our hands. It is going to be won on 


the home front by us old-timers. Then 
perhaps we can start articles and other 
things to help the youngsters.” 

Mr. Townsend has retained his sub- 
scription to TELEPHONY in order to not 
miss any developments in the industry. 
Sometimes the forwarded copies have a 
difficult time catching up with him, but 
they do eventually and it is a pleasure 
to receive an occasional letter from him. 


Vv 


S. W. Black Retires from 
Telephone Field 


Sewell W. Black, Topeka, Kan., con- 
necting company agent for the South- 


The versatility of the bicycle 
has been proved in many ways 
since the United States went 
to war and citizens found trans- 
portation substitutes. A further 
use for the bicycle appears on 
the scene, for telephone repair- 
men. The accompanying photo- 
graph is reproduced from THE 
TELEPHONE NEWS, employes’ 
magazine of Bell Telephone Co. 
of Pennsylvania, which was ac- 
companied by a caption stat- 
ing that "in some localities, 
installation-repairmen may be 
provided bicycles as has al- 
ready been done in two ship- 
yards. Here CHARLES F. 
BOHL pedals from job to job." 












Bell Telephone Co., retired 
December 1 after nearly 46 years of 
service. He is widely known throvugh- 
out Kansas, particularly among !nde- 
pendent telephone men with whom he 
has had contact for the last 25 years, 

Mr. Blaek’s telephone career began 
in 1897 when he left the University 
of Georgia to accept employment with 
the Bell System, entering first the ac- 
counting department of the Southern 
Bell Telephone & Telegraph Co. He 
was stationed in New York City and 
later was transferred to Atlanta as a 
clerk in the general manager’s office. 

In 1904 Mr. Black went to the for- 
mer Missouri & Kansas Telephone Co, 
at Kansas City as traffic clerk. From 
traffic clerk he was promoted to toll 
rate clerk and traffic engineer. He 
went to Topeka in 1917 as connecting 
company agent for Kansas. In 
he was made connecting company agent 
for the western portion of Missouri as 
Kansas, the company mean- 
while having become the Southwestern 
Bell Telephone Co. 


western 


1925 


well as 
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Manages Salem (Mo.) Exchange 

i. formerly of Kilgore, 
Texas, assumed the management 
of the Salem (Mo.) exchange of the 
United Telephone Co. Mr. 


ROSE, 


has 


tose has 


been associated with the Southwestern 
Bell Telephone Co. in Texas until re- 
cently when he became chief wire man 
for the United Company at Rolla, Mo. 





(Courtesy, THE TELEPHONE NEWS) 
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THERE WILL ALWAYS BE A CHRISTMAS 


By Mayme Workman 
Traffic Supervisor, The Illinois Telephone Association, Springfield, Ill. 


N THESE troublesome times when many hearts are 
burdened with cares, anxieties and sorrows and the 
joy of Christmas seems overshadowed by the hor- 

is comforting to know “There Will 

Not a the 

sense in which we have enjoyed this holiday in the 


rors of war, it 
Always Be a Christmas.” Christmas in 
past, but Christmas with a new and truer meaning. 
More thought will be given to the real significance 
of Christmas, the anniversary of the birthday of the 
Christ Child, and less to the material things which 
have seemed so important in the past. 

Just as “life as usual” is out for the duration, so 
also Many 
discontinuing the customary exchange of this 
This will be a many to 
whom Christmas had become a worry and a financial 
burden. “That is lovely, but it is more than I had 
expected to pay” is a 


“Christmas as usual” is out. people are 
gifts 


Christmas season. boon to 


heard in 
“More 


“more than - 


remark frequently 
shopping centers during the pre-holiday rush. 
than I expected to pay” 


usually meant 


I can afford.” The shopper frequently succumbed 
to the desire to present a gift in keeping with her 
wish to tender something that would please the re- 
cipient and satisfy the pride of the shopper. And so, 
the joy of Christmas was marred by assuming obliga- 


tions which extended far into the following year. 
The effort of all the shopping done in 


time resulted in many people being too tired to enjoy 


getting 


the festivities of the occasion. What a pity that so 


beautiful and inspiring a day should be spoiled by 
the hectic pre-holiday rush, hither and yon, jostled 
by others bent upon the same mission of finding a 
suitable gift for relatives and friends. 
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Operators Pack Gift Boxes 
For Men in Service to 

Christmas gift boxes for men in 
service were packed by the operators 
of the Warren (Ohio) Telephone Co. 
instead of holding the annual dance 
usually planned for this season of the 
year. Packing the boxes was accom- 


someone 


Vv 


Sold to Couple 


have been sending three boxes a week 
in the armed forces since 
last April, the project for which is in 
charge of Mrs. Elinor Mowery. 


Verden (Okla.) Exchange 


SS 


difference between 
Christmas gifts and remembering others at Christmas, 


There is a_ vast exchanging 
such as little children, orphans, a lonely, aged man or 
woman, and people less fortunate than ourselves. In 
doing the latter we are exemplifying the true spirit 
of Christmas—Good Will Toward Men. 


of 
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Christmas is a season unselfishness, when our 


hearts are filled with kindness and we have a special af 
desire to be thoughtful and considerate of others. uN 
People who have been in the habit of placing long B 
distance calls to friends and relatives on Christmas R 


Eve or Christmas Day should bear this in mind and 


ah 


forego their customary pleasure in order that the long 
distance lines be available to men and women 
in the armed forces, who are not privileged to spend 
the Christmas holiday at home with their loved ones, 
but may have the pleasure and solace of a visit with 


may 


the folks at home by telephone. 
“I talked to 
dollars, but it sure was worth it.” 


my husband last night. It cost ten 
This remark made 
by a comely young waitress in a restaurant exempli- 
fies how much pleasure and satisfaction is derived 
from hearing the voice of a loved one via the long 


distance lines. 


To the thousands of switchboard operators through- 
out our nation who will be on duty during the Christ- 
mas holiday rush, “Greetings!”> May the pleasure and 
privilege of completing these important long distance 


calls add to your Christmas happiness. The result of 
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your efforts will be a huge monument of joy, satisfac- a 

tion and comfort to sons and daughters, husbands and a 

sweethearts in the service of their country and te AR 

their loved ones back home. a 

aR 

37° 5 . Sy 5 SS S wen Ss a 5 SS a SS. S on Ss = ° SS nd Ss aR 
dat & dal dart cart cart car G 2a7G cart 257 6 257 6 257 6 257 6 257 6 27 6 27 6 2 6 2 6 2s 6 2s 6 


of November, as compared with a gain 
of 2,776 telephones for November, 1941. 
The gain for the first 11 months of 
1942 totals 27,927 or 4.82 per cent as 

compared with a gain of 40,417 tele- 
Vv phones or 7.60 per cent for the cor- 
period of 1941. The sub- 
sidiaries now have in operation 607,432 


responding 


plished by means of a contest for the The Verden (Okla.) Telephone Co. company-owned telephones. 

best ones and prizes were awarded for has been purchased by Mr. and Mrs. 

both overseas and continental boxes. L. H. Perriman from Mr. and Mrs. Vv 
Each woman submitted the name of Ed MaGuire, who have owned and 


operated 


W. M. Bell Commissioned 





a man in service and exactly 105 gift 
boxes were packed and entered in the 
contest, 15 of the boxes going overseas. 
No two were alike, it was stated. 

One prize was given for overseas 
boxes and was awarded to Jean Zeller. 
Prizes for the best boxes to be sent 
to men stationed in the United States 
were distributed as follows: First, Mrs. 
Eugenia Crofford; second, Genevieve 
Hilb, and third, Jean Johnston. 

It is understood that the operators 
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the telephone exchange the 
past 15 years. 

The Perrimans built an office onto 
the front part of their residence and 
were to have moved the equipment by 
the first of December. 


Vv 


General Has Telephone Gain 
General Telephone Corp. reports for 

its subsidiaries a gain of 2,166 com- 

pany-owned telephones for the month 


WILLIAM M. BELL, son of Donald G. 
Bell, former manager of the Hastings 
district of the Lincoln Telephone & 
Telegraph Co., Lincoln, Neb., has grad- 
uated from the Fort Benning, Ga., 
infantry officer candidate school, and 
has received a first lieutenant’s com- 
mission. He is now stationed at Camp 
Howzie, Tex. His grandfather, W. E. 
Bell, now retired, was for years gen- 
eral commercial superintendent of the 
company. 
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Trickle rate control 
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RAYTHEON RECTICHARGERS OPERATE UNATTENDED 


LUG ’em in—go away and forget em. What Operating difficulties such as under and over 

a pleasure it is to use a battery charger with- voltage, short lamp life, incorrect ringing and 
out moving or expendable parts. Nothing that _ sticking relays are automatically eliminated. 
requires frequent adjustment. 


RAYTHEON MANUFACTURING COMPANY 


The ingenious design of the Raytheon Recti- 
190 WILLOW STREET, WALTHAM, MASS. 


ChargeR enables its output to follow the load 


Please send your illustrated literature on Raytheon 


and assume full responsibility for keeping your RectiChargeRs. 
storage batteries fully charged, neither burning ‘tie 
them up by overcharging nor starving them by 

. ; Address 


undercharging. 


Battery life may be increased as much as 40%. 
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ENGINEERING TELEPHONE PLANT 
On a Wartime Bast 


HE FOLLOWING article, prepared 

by Bernard C. Burden, chief of the 

Exchange Plant Analysis Sub-Unit, 
Service Facilities and Operations Sec- 
tion, Communications Equipment Divi- 
sion, War Production Board, is based 
upon his observation of many applica- 
tions for preference ratings received 
from the telephone operating com- 
Leighton H. 
Peebles, director of the Communications 


panies, according to 
Equipment Division. 

Materials used by the telephone oper- 
ating companies are critically short. It 
is the duty of each operator to see that 
all service is reduced to the minimum 
that is essential, to use his ingenuity, 
imagination, and sales ability to devise 
methods of limiting use of service, and 
to convince users of the necessity of ac- 
cepting without complaint such limited 
service. 

The article is being distributed to all 
principal operating companies. It should 
be called to the attention of each of the 
operating companies’ employes so that 
all may do their share in conserving 
critical materials. 


Observation of many applications for 
preference ratings on PBX equipment 
leads me to believe that telephone com- 
panies must exercise greater influence 
over customers’ stated requirements, in 
order to fix them at an absolute mini- 
mum. 

I believe that a vigorous effort on the 
part of those who study and make up 
equipment proposals (PBX) to impress 
upon customers the genuine need for 
keeping telephone facilities at a low 
minimum will effect substantial reduc- 
tions in critical material requirements. 

It may be contended that the short 
engineering period stipulated in WPB 
orders results in low minimum require- 
ments. Although the short-term engi- 
neering does effect a worthwhile reduc- 
tion over customary periods, it does not 
prevent the customer from asking (and 
getting) facilities that are very gener- 
ous when compared to what they could 
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B. C. Burden of WPB makes suggestions to operating 


companies on how to conserve materials by exercising the 


greatest influence over customers’ stated requirements 


and fixing them at an absolute minimum. 


satisfactorily get along with if all non- 
essential use were taken out of the 
picture. 

During normal times, it is not cus- 
tomary for telephone companies to at- 
tempt to influence the customer into 
keeping his requirements at  barest 
minimums, or to use all possible ex- 
pedients to save equipment. Now, under 
the pressure of the critical material 
and manpower situation, it is impera- 
tive that telephone companies accept 
the responsibility of seeing that the 
customer’s telephone requirements 
measure up to the absolute minimum in 
terms of current thinking on this sub- 
ject. This may require that engineers 
revise their notions on what constitutes 
good service standards. 

Some of the factors which will result 
in a plant engineered to “barest mini- 
mums” are: 


(1) The greater use of bridged tele- 
phones, both on initial PBX installa- 
tions, and in connection with personnel 
growth that may require additions to 
an existing PBX. 

(2) Acceptance of slower service 
standards which recognize that split 
seconds will not win the war, but that 
failure to have enough copper for 
bullets could. 

(3) Adequate traffic analyses to 
determine, not only the amount (this is 
already being done) but, equally im- 
portant, the nature of traffic carried on 
existing facilities with a view to elim- 
inating or limiting personal and non- 
essential business calls to relieve over- 
loaded equipment. 

(4) A study, looking to the reduction 
of the holding time by a more expedi- 
tious conversational procedure. The 
need for this can be recognized by any- 
one who will “tune in” on the average 
business conversation and note the 
amenities with which these conversa- 
tions are accompanied. 


All proposals may not have equal 
possibilities in reducing equipment re- 
quirements by application of some or 
all of the factors mentioned. The fol- 
lowing actual instances illustrate what 
can be accomplished along the lines 


suggested: 


(1) An ordnance plant served by a 
dial board had a severe traffic overload 
and additional trunking facilities were 
proposed. An analysis of the nature of 
the peak traffic carried showed that 
limiting personal calls to off-peak pe 
riods corrected that overload and made 
it possible to continue without any 
added facilities. 

(2) Investigation of the engineering 
basis of an application for preference 
rating for a special switchboard to 
serve fire reporting stations showed 
that requirements could adequately be 
met by placing the prior stations on an 
existing administrative switchboard 
with special red lamp caps to indicate 
the emergency character of these lines, 
thus saving not only critical equipment, 
but also obviating the need for three 
operators (eight hour shifts). 

(3) A defense plant engaged in the 
manufacture of armaments proposed a 
200-line addition to an existing dial 
board to take care of personnel growth 
and traffic overload. By applying the 
suggestions referred to herein, it was 
found possible to withdraw the applica- 
tion for preference rating in this case 
and defer indefinitely the original pro- 
posal. 


This effected the saving of $12,350; 
also, 1730 pounds of copper, 6100 
pounds of steel, 124 pounds of nickel, 
and 30 pounds of rubber, plus a sub- 
stantial amount of man-power that 
would have been required in the pro- 
cessing of these critical materials. 
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“Black Beauty" Poles are thoroughly 
treated with creosote to safeguard them 
from the assaults of termites and other 


wood-boring insects. 


You can depend on 


"BLACK BEAUTY POLES 


PRODUCT OF TEXAS CREOSOTING COMPANY 


DISTRIBUTED BY 
AMERICAN 


dde~™ AUTOMATIC ELECTRIC 
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"MASTER" 
RINGING CONVERTER 








Subcycle Ringing Converters are de- 
signed for use on 105-125 volt 60 cycle 
A.C. Supply i.e. Regular Lighting 
Power. 


Consider the following advantages 
offered by Subcycle to meet your 
requirements: 
® No Moving Parts—Nothing to 
Adjust 
© Provides Ample Power 


Requires No Routine Mainte- 


nance 


© Output Voltage Regulation be- 
tween no load and full load is 
very close 


® Cannot Interfere with Radio 
Reception 


® Quiet 


Subcycles are now available in many 
sizes to meet the requirements of all 
size exchanges including P.B.X. service. 
Pulsators are also available. 


We carry Subcycles in stock for imme- 
diate shipment to you. Write for 
further information. 


Sold by 
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Commissions 
and Courts 
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USITA Asks for Intervention 
In FCC Toll Case 

The United States Independent Tele- 
phone Association filed on December 8, 
with the Federal Communications Com- 
mission, a petition for intervention in 
the present FCC hearings concerning a 
reduction in the toll rates of the Long 
Lines Department of the American 
Telephone & Telegraph Co., the first 
of which was held December 16. 
(TELEPHONY, November 28, p. 85; De- 
cember 5, p. 24; December 12, p. 13 
and 38.) 

The text of the 
USITA follows: 


petition of the 


Petitioner, United States Independ- 
ent Telephone Association, represents 
as follows: 

(1) Petitioner is a trade association 
representing that group or class of 
companies engaged in rendering tele- 
phone service generally referred to in 
the industry as “Independent compa- 
nies,” as distinguished from the group 
or class of telephone companies gener- 
ally referred to as “Bell System com- 
panies,” which said Bell System com- 
panies are affiliated with American 
Telephone & Telegraph Co., respond- 
ent in this proceeding. 

(2) Petitioner further states that in 
accordance with the provisions of its 
by-laws, said petitioner is authorized 
to file this petition, and to proceed as 
intervener in this matter if this peti- 
tion be granted. 

(3) Petitioner further represents 
that the Independent telephone compa- 
nies, in the communities in which they 
operate, are an indispensable element 
in the furnishing of through interstate 
service, and that because of this fact 
said companies will be affected by any 
order which may be issued in this pro- 
ceeding. Petitioner also points out that 
the commission’s order of investigation 
in this proceeding, dated November 20, 
1942, provides among other things, 
“That appropriate notice of this order 
shall be given each company partici- 
pating with said respondent in the fur- 
nishing of interstate or foreign com- 
munication service... .” 

(4) Petitioner further states that 
the granting of this petition should ex- 
pedite the proceeding for the reason 
that petitioner, if permitted to become 
an intervener, can present the common 
interests of a large number of Inde- 
pendent telephone companies, thereby 
making individual participation by nu- 
merous Independent companies unnec- 
essary. 


WHEREFORE, petitioner prays that 


this commission permit the said United 
States Independent Telephone Associa- 
tion to become an intervener in this 
proceeding. 


Vv 


Canadian Bell Ordered To 
Restore Service 

As a result of the reserved judgment 
handed down by the Board of Trans- 
port Commissioners for Canada on De- 
cember 8, the Bell Telephone Co. is 
ordered to restore telephone service to 
premises occupied by David Bossin on 
Royal York road, near Toronto, On- 
tario (TELEPHONY, December 5, p. 27). 

In the judgment the chairman finds 
“there is nothing before us in the evi- 
dence, or in the submissions and argu- 
ment of counsel, to show that the 
telephones or services were, in fact, 
being used as suggested, for an un- 
lawful purpose. 

“The discontinuing of the service 
of the applicants by the company, in 
the manner referred to, constituted 
breaches by the company of the con- 
tracts for the furnishing of telephones 
and services by the company to the 
applicants. Having heard all matters 
relating to the alleged breaches of the 
contracts, I think that an order should 
be made directing the company to re- 
store to the applicant forthwith the 
telephone service which he received 
under the said contracts immediately 
prior to the discontinuance of such 
service on October 16, 1942. Order to 
issue accordingly.” 

The discontinuance of the service to 
Bossin “was solely in consequence of 
certain letters received by it (the com- 
pany) from the deputy attorney-gen- 
eral of Ontario and from the commis- 
sioner of police for Ontario,” the board 
said. 

The company, according to Frank H. 
Zowe, Toronto division manager, had 
put its position as follows: ‘Rightly 
or wrongly, the telephone company has 
seen fit to act on this information and 
it was entirely on the strength of these 
two letters that it acted in disconnect- 
ing Mr. Bossin’s service. We have no 
knowledge ourselves that Mr. Bossin 
has used our facilities unlawfully or 
that he intends to use them unlaw- 
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full in the future.” Mr. Bossin, in 
his application for service, also certi- 
fied the service would not be used for 
any unlawful purpose. 

\. J. Common, acting for the at- 
tor) ey-general, testified before the 
boa‘d at the hearing that “there 
was not sufficient information avai- 
able to justify an information being 
laid against Bossin in another court.” 
Mr. Common “also admitted that the 
jett-rs referred to had only the effect 
of request to the company to dis- 
continue the service and that they 
we not supported by any statutory 
authority, order-in-council, or anything 
of that nature whereby the company 
could be compelled to act upon the re- 
quest,” the board stated. 


Vv 


Company Fights Charge 
For Moving Cable 

First case of its kind on record in 

Province of Ontario (Canada), of- 

ficials say, is the controversy of con- 
siderable legal importance between the 
Bell Telephone Co. of Canada and the 
Township of Harwich. It concerns as- 
sessment for the cost of moving tele- 
phone cable which allegedly interferes 
with completion of a ditch-cleaning 
contract. 


Some months ago, by means of a 
mechanical digger, all of the work was 
completed except a stretch of one and 
one-half miles at a point where the 
telephone cable is situated. The tele- 
phone company disputed the assess- 
ment of the township engineer, G. A. 
McCubbin. At a court of revision held 
by the township council, the engineer’s 
assessment was upheld. 

The Bell company again appealed, 
this time to Judge H. E. Grosch, of 


the county, and a review of the case | 


was heard, with evidence taken but no 
decision reached. J. C. Stewart and 
S. L. Clunis, both of Chatham, Ont., 


counselors representing the company 
and the township, respectively, were 
instructed to submit written sum- 


maries. 

Called as witnesses for the Bell com- 
pany, George Newman, Windsor, Ont., 
civil engineer, and two drainage con- 
tractors, J. Brooks and Otto Ryan, 
both of Raleigh, testified that the sec- 
tion of the ditch still to be cleared 
could be cleaned through the use of 
teams at a cost only slightly in excess 
of the charges for the mechanical 
digger and without need for disturbing 
the telephone cable. 


For the township, Engineer McCub- 


bin said that in establishing the ditch- | 


cleaning costs, the original figure of 
$1,035 did not allow either for moving 
the cable or doing the job without 
moving it. He contended that when 
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@ Serving telephone and tele- 
graph lines carrying wartime 
messages—keeping power 
flowing to important indus- 
trial plants—helping speed 
freight and passengers on 
transportation systems—these 
are all jobs on which Klein 
tools are proving that under 
the strain of unusual condi- 
tions, quality counts. 

Because war needs have first 
call on manufacturing facil- 
ities, owners of Klein tools 
and equipment are fortunate 
in possessing equipment that 
is designed to last longer be- 
cause it is made better. 


ASK YOUR SUPPLIER 


Foreign Distributor: International 
Standard Electric Corp., New York 
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Skillful Maintenance 
Vital to War Effort 


@ Keeping communication lines at top efficiency 
demands constant vigilance and skillful mainte- 
nance in these crucial times. By careful planning 
and judicious use of available materials, telephone 
companies are doing a great job in maintaining 
vital service. 


@ Where open wire circuits are involved, the 
industry specifies Crapo High-Tensile Line Wire 
for repairs and replacements and for essential 
new long-span construction. The rugged strength 
of these revolutionary wires provides that extra 
factor of safety which minimizes the possibility of 
breaks, saves man-hours and materials. 


@® Crapo HTL-85, with 60% greater tensile 
strength than standard B.B. wire, permits spans to 
225 feet in heavy loading districts; provides 
stronger, safer spans in existing lines. Crapo 


HTL-135, with two and one-half 

times the strength of B.B., 

makes possible spans 

of 350 feet under 


heavy loading con- 
ditions. 







Ask the distributor 
of Crapo Galva- 
Products! 





ZT DO 
HTL=135 


Punk STEEL A wus CO 


Write for 
Bulletins 
201 and 202! 





INDIANA 


STEEL & WIRE CO. 


MUNCIE, INDIANA 
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the contractor was unable to use his 
machine on this part of the job, the 
latter had to revise his estimate for 
the work, increasing the quotation by 
$1,275 and this is the amount that had 
been assessed against the telephone 
company. The increase was due to pro- 
posed use of the digging machine only 
at the road side and the need for 
having the earth carried to the other 
side of the ditch by truck. 

Engineer W. G. McGeorge of Chat- 
ham, Ont., witness for the township, 
asserted that he considered the job 
estimates to be quite in order. Deputy- 
teeve E. A. Eastman, commissioner for 
the drain, said that it had _ been 
thoroughly understood when the dig- 
ger took the contract that the cable 
would be moved before the work was 
undertaken. 

Whether or not the telephone com- 
pany should be assessed with cable- 
moving costs is not the only matter 
left for Judge Grosch to decide upon. 
Whether this matter comes under the 
drainage act or under the assessment 
act is another angle of the case. If 
under the former, the county judge’s 
decision would be final. If it comes 
under the assessment act, in the event 
that the judgment is not favorable to 
the Bell company, the company may 
appeal to the Municipal Board of the 
Province of Ontario. 

Outcome of the case is being watched 
closely. 
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Summary of Commission 
Hearings and Rulings 


Ilinois Commerce Commission 

December 16: Hearing in Chicago 
on complaint of the village of Rock- 
ton against the Winnebago County 
Telephone Co. and the Illinois Bell 
Telephone Co. as to inadequate and 
unsatisfactory telephone service by re- 
spondents between Rockton and Rock- 
ford, Winnebago county. 


Indiana Public Service Commission 

December 10: Hearing resumed on 
petition of the United Telephone Co., 
Inc., for rate increases. The petition, 
specifically requesting for rate in- 
creases to pay higher wages to em- 
ployes, seeks increases amounting to 
$87,000 a year. The company has 
approximately 75 exchanges in 18 
counties. 

The company has indicated it in- 
tends to increase the salaries of its 
employes. The petition points out that 
the manpower situation is tough, and 
that it is a little company and faces 
a competitive situation in maintaining 
sufficient manpower. 

Adequate service cannot be main- 
tained unless salary increases are 
effected, according to Albert Campbell, 
Indianapolis, attorney for the peti- 
tioner. 

Nebraska State Railway Commission 

December 8: Petition filed by the 


Central Electric & Telephone Co. of 
Sioux Falls, S. D., asking the commis- 


sion to approve an issue of $40,0:0 in 
five-year notes bearing 4 per cen: in- 
terest, with optional payment b: fore 
due date. 

The company recently purcl ased 
control of the Middle West Teley one 
Co., a Delaware corporation, which is 
the holding company for the M ddle 
States Telephone Co. of Illinois. The 
latter operates eight exchanges in [Ili- 
nois and a similar number in Wis- 
consin. 

This will give the Central Electrie 
company 85 per cent of the ho'ling 
company’s stock, it having previously 
held a substantial interest. The pur- 
chase of 21,701 shares from Howard A. 
Brundage for $49,500 was represented 
by a note maturing December 31 next. 
The issue of $40,000 notes will take 
care of the balance due on the pur- 
chase. 

Oklahoma Corporation Commission 

December 31: Hearing on applica- 
tion of Claude McAllister Telephone 
Co., Mangum, for increase of rural 
rates out of telephone exchanges at 
teed, Jester and Vinson. Hearing was 
postponed from November 17 to give 
the OPA an opportunity to be repre- 


sented. 
VV 


North Dakota Telephone 
Man Passes Away 

Death following a two-weeks illness 
has taken Harry E. Thompson, Lang- 
don, N. D., 45 years old, owner of the 
Bradley Telephone Co. with exchanges 
at Hannah and Sarles (N. D.) and of 
the Thompson Telephone Co. with ex- 
changes at Langdon, Milton and Osna- 
brock (N. D.). He was very well 
known in American Legion and Masonic 
circles in North Dakota. He formerly 
was associated with the Central Elec- 
tric & Telephone Co. and moved to 
Langdon in 1931. 

Mr. Thompson was born May 5, 
1897, at Aneta, N. D. He attended 
school at Aneta and a Fargo business 
college before entering the U. S. Army 
during the world war. In business in 
the Fargo area for several years after 
the war, he moved to Bartlett in 1925 
where he married. 

Surviving besides Mrs. Thompson 
are his mother, three sisters and two 
brothers. 


Vv 
Changes at Thomas, Okla. 


LEE WILSON, formerly of Watonga, 
Okla., is now manager of the Thomas 
(Okla.) exchange of the Western Light 
& Telephone Co. Miss IRENE POWERS 
has been made chief operator due to 
the resignation of Mrs. OPAL BAILEY. 


Vv 


Telephones Used as Alarms 

It is reported that the General Post 
Office, which operates telephones in 
Great Britain for the government, has 
inaugurated a new service of awaken- 
ing people at six cents a call—alarm 
clocks are scarce and costly. 
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In the Nation's 
Capital 


(Coneluded from page 14) 








is the broad question of whether it is 
better to have more property trans- 
ferred to toll line account (which would 
be the case generally under station-to- 
station) to avoid continuous and un- 
necessary toll rate reductions; or keep 
such property in the local exchange 
rate base (which is the general tend- 
ency of board-to-board) to avoid con- 
tinuous and unnecessary exchange rate 
reductions. As one telephone man put 
it, “Toll compensation is all very nice 
as far as it goes, but after all our 
real bread and butter is in the ex- 
change rate.” 

Be that as it may, it is becoming 
evident that a decision along this line 
will have to be made very soon because 
of the rapid growth of toll business 
above noted. The argument about the 
FCC jurisdiction seems somewhat aca- 
demic to this observer. tegrettable 
as the intrusion of a federal commis- 
sion might be from the standpoint of 
additional regulatory burden, it ought 
to be pretty clear that when the FCC 
gets good and ready to assert such 
urisdiction it will do so, despite any 
agreements to the contrary which the 
Bell System may make with Indepen- 
dent groups. Furthermore, with fed- 
eral courts being what they are, such 
jurisdiction is likely to be upheld. This 
is only being realistic. 


k 


It is understood that the Board of 
War Communications (BWC) has de- 
layed for further study its recent order 
forbidding telegraph companies to use 
messenger service for non-telegraphic 
business. Among other things which 
the BWC doubtless has in mind to 
study is the problem of using telegraph 
messengers to deliver telephone toll 
call messages to non-subscribers. 


VV 
Mice Cause Short Circuit 


Investigation disclosed that three 
mice were responsible for the burning 
of an electric conduit which temporarily 
shut off all electric and telephone serv- 
ice in the Chicago city hall during 
the recent election. They had caused 
the short circuit by gnawing the insula- 
tion off the conduit. The mice were 
dead when found—victims of their own 
giuttony. 
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IN OVER 80 PRINCIPAL CITIES 
Executice Offices: GRAYBAR BUILDING, NEW YORK, N. Y¥. 





FOLLOW THESE HINTS FOR FASTER 


ANCHOR SALVAGE 


Putting abandoned anchors back in service saves materials and 
avoids delivery delays. Here are some hints for retrieving them. 


NEVER-CREEP ANCHORS. It is unnecessary to 
dig a pit, or to rebore the original hole. In- 
stead, bore straight down at a point % of 
the distance from the rod to the edge of the 
original hole (see illustration). This should 
strike the top of the anchor plate and permit 
the hook on a Never-Creep Installing Bar to 
be attached. Now drive the rod down a few 
inches, lift the plate a few inches, and pull 
the rod out. The plate can then be lifted out 
of the hole with the installing bar. 


x * 


EXPANDING ANCHORS. First, unscrew and re- 
move the rod by using a small bar in the eye 
as a wrench. Now bore straight down over the 
anchor, hook onto it with the installing bar and 
pull it out of the hole. This is generally easier 
than reboring the original hole and attempt- 
ing to collapse the anchor before removal. 


xk * 


CONE ANCHORS. Removing a cone anchor is 
usually more difficult because of the rocks 
used in perfecting the wedge. Bore a hole 
back of the anchor at an angle as illustrated. 
After the cone has been located and the rod 
removed, the anchor can be manipulated 
around and removed with the hook on the in- 
stalling bar, free from the obstructing rocks. 


xk 


SCREW ANCHORS. No-wrench screw anchors 
are removed simply by turning them counter- 
clockwise using a rod through the eye as a 
wrench. A counter-clockwise turn on Rock 
Anchors reduces the expansion and permits 
their withdrawal through the drilled hole. 
Your GRAYBAR Representative is anxious 
to help you in any way he can in furnishing 


parts or accessories for reuse of salvaged equipment. When new pole line 
equipment is essential to speed the war program, just call GRAYBAR. 
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USITA Moves Washington 


| Office to Munsey Building 


The United States Independent Tele- 
phone Association will move its general 
headquarters from Chicago to Wash- 
ington, D. C., January 1, in accordance 
with the changes made in the organi- 
zation at its annual convention in Oc- 
tober. The Chicago office will be closed 
permanently and all business of the 
association will be directed from the 
Washington office under the direction 
of Vice President Clyde S. Bailey. 

In order to secure adequate office 
space for the enlarged staff which will 
be necessary to handle the association’s 
activities, the present Washington of- 
fice will be moved January 1 from the 
National Press Building, where the as- 
sociation has maintained its Washing- 
ton headquarters for many years, to 
the Munsey Building, in which building 
are located the offices of TELEPHONY’S 
Washington Correspondent, Francis X. 
Welch. 

The one-half 


Munsey Building is 


block east of the Willard Hotel on E 
Street, between 13th and 14th Streets. 
In the Munsey Building, a newer and 
somewhat better 


maintained structure 








all-sustaining factor. 


be less than happy. 


anticipate their arrival. 


front. 


enemies). 


A HOPEFUL CHRISTMAS 


By Miss Anne Barnes 
Traveling Chief Operator, lowa Independent Telephone Association 


LTHOUGH many, many families all over the world are broken 
A and loved ones scattered far and wide, the spirit of HOPE on 
Christmas Day will not waver but rather will become stronger 

than ever. Hope will be real, it will sit in the midst of family groups in 


holly-bedecked rooms and at feast-laden tables. 
whole world is at war on this Christmas Day of 1942 hope will be an 


Christmas is meant for happiness, as indeed it is the festival of the 
Great Promise—“Peace on Earth, Good Will to Men.” 
peace and good will in our hearts toward our fellow beings, we cannot 
That is the way it should be, and absent ones 
want to think of home in this way. 
the time when absent members of a family look homeward and go 
in thought, if not in person, no matter how poor a home may be. 
The sense of comfort, peace, love and good will pervade the spirit 
thus making us kinder and more considerate of others. 

If we are looking for dear ones to come home, how happily we 
But this Christmas is going to be different. 
There will be vacant chairs in many, many homes all over the world. 
Let us put our very best into our living and serving on the home- 
Let us worship our Creator in spirit rather than in letter as 
we are so prone to do, and let us pray for the speedy fulfillment 
of the promise—“Peace on earth, good will to men” (including our 


“The best thing to give to your enemy is forgiveness; to an oppo- 
nent, tolerance; to a friend, your heart: to your child, a good example; 
to a father, deference; to your mother. conduct that will make her 
proud of you; to yourself, respect: to all men, charity.”—Balfour. 


than the National Press Building. the 
association has leased six comfort ible 
rooms on the fourth floor, Suite 411- 
417. Three of the rooms face E Street 
on the south, and the other three are 


directly across the corridor facing 
north. The six rooms are so located 
as to make a compact suite, acces: to 
which is through a single door. he 
rooms are well located and it is be- 
lieved they will be suitable for the 
association’s needs. 
VV 

Obituary 

E. F. Burke, 50, employe of the 
Lincoln Telephone & Telegraph Co. 


since 1926, died at a Nebraska City 
(Neb.) hospital December 7. He en- 
tered the services of the telephone com- 
pany as a combinationman in _ the 
Lincoln service department. In 1933 
he became manager of the Ashland 
office. He was transferred to Nebraska 
City in 1937 where he served until his 
death as combinationman. 

His widow, a daughter, Mrs. Kenneth 
Weston, living in California, and a son, 
Donald, U. S. Navy in Jacksonville, 
Fla., survive. 
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Truly the Christmas season is 
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AA-5 Rating In 
P-130 Order 


(Concluded from page 11) 





provided that a preference rating of 
A-1\-e or higher assigned by this order, 
or any preference rating certificate, 
order, or other direction issued by the 
Director General for Operations is ap- 
plied or extended to the operator selling 
such materials; and any such sale shall 
be expressly permitted within the terms 
of paragraph (c) (2) (iii) of Priori- 
ties Regulation No. 13. 

g) APPLICABILITY OF PRIORITIES 
REGULATIONS. This order and all trans- 
actions affected thereby are subject to 
all applicable provisions of the priori- 
ties regulations of the War Production 
Board, as amended from time to time. 

(h) VIOLATIONS. Any person who 
wilfully violates any provision of this 
order or who, in connection with this 
order, wilfully conceals a material fact 
or furnishes false information to any 
department or agency of the United 
States is guilty of a crime, and upon 
conviction may be punished by fine or 
imprisonment. In addition, any such 
person may be prohibited from making 
or obtaining further deliveries of, or 
from processing or using, material un- 
der priority control, and may be de- 
prived of priorities assistance. 

(i) COMMUNICATIONS. All reports to 
be filed, appeals and other communica- 
tions concerning this order should be 
addressed to: War Production Board, 
Communications Equipment Division, 
Washington, D. C., Ref.: P-130. 
(P.D. Reg. 1, as amended, 6 F.R. 6680; 
W.P.B. Reg. 1, 7 F.R. 561; E.O. 9024, 7 
F.R. 329; E.0O. 9040, 7 F.R. 527; E.O. 
9125, 7 F.R. 2719; sec. 2 (a), Pub. Law 
671, 76th Cong., as amended by Pub. 
Laws 89 and 507, 77th Cong.) 

Issued this 9th day of December, 1942. 


ERNEST KANZLER, 
Director General for Operations. 


INTERPRETATION 1 


Question has been asked as to the 
meaning of the phrase “equipment of 
a superseded type” as employed in 
paragraph (a) (7) (i) of Order P-130, 
as amended September 8, 1942. 

lelephone and telegraph equipment 
is of a “superseded” type, within the 
meaning of this subparagraph, if it is 
usable, in its present state of repair, 
by the operator in a practical manner 
in his existing plant and is not cur- 
rently being put into service, and in 
addition is either: 

(a) No longer manufactured or car- 
ried by the manufacturer as a regular 
item for sale to operators; or 

b) Of such character that, were 
it not for the present and reasonably 
anticipated service requirements of the 
war program, the operator would not 
place it back into service or would dis- 
pose of it by sale as usable equipment 
or as junk. (Issued October 17, 1942.) 
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MAINTAIN SERVICE 


and 


AWAD CONSERVE MATERIAL 






It's as simple as |, 2, 3. By using 
AR Rebuilding Service you can furnish 
up-to-the-minute service yet still help 
conserve materials by eliminating, or 
reducing to a minimum, your require- 
ments for new equipment. 


AR Rebuilding is more than a repair 
service. Every piece of equipment 
going through the AR factory process 
is stripped right down and rebuilding 
is begun with the smallest part. Cabi- 
net—receiver—mouthpiece—wiring— 
everything, is made like new and all 
apparatus is modernized at the same 
time. Check your obsolete or worn-out 
equipment now—prepare your ex- 
change to meet today's demands. 
Write for prices and facts on AR 
Rebuilding. 


AUTOMATIC + ELECTRIC 


NOTE: Orders for Autelco Re- 
building service may qualify for 
priority rating under Maintenance 
and Repair. Please include priority 
certification with all orders. 


THE MARK OF QUALITY 
IN REBUILDING SERVICE 


Rebuilt 





MAKERS OF TELEPHONE, SIGNALING AND COMMUNICATION APPARATUS 
ELECTRICAL ENGINEERS, DESIGNERS AND CONSULTANTS 





Distributors in U. S. and Possessions: 
AMERICAN AUTOMATIC ELECTRIC SALES COMPANY, 
1033 W. Van Buren St., Chicago, U. S. A. 
Export Distributors: AUTOMATIC ELECTRIC SALES COMPANY, LIMITED 
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AN INDEPENDENT PIONEER LETTER 


From F. E. BOHN 
President, Home Telephone & Telegraph Co., Fort Wayne, Ind. 








MAINTENANCE 


i gees persons in the telephone industry with whom I have even a 
slight acquaintance and many other friends in no manner associated 
with the industry know well the pride I feel in being in the telephone 


WITH business. In both private and public discussion and on occasion when 
to refrain might have been more tactful, I have said that I felt that the 
telephone business was probably the highest type of enterprise in which 

C 0 F F | N G one could engage. 


I have always believed this pride to be justifiable. It is not personal 
TO 0 LS and it is not artificial. All those associated with our great industry who 
are given to reflection, however slight, I am sure share that pride with me. 

Surely today when the nation is working miracles of production and 
transportation to bring victory in a crucial war, telephone men and women 
need not wonder whether their duties are important. They have this 
Res the lifting as pulling prob- knowledge from high authority. Our government has said that a rapid 


: : : ‘ and efficient telephone service is at this time vital to the nation. So 
lems in the inevitable jobs that 


7 valuable is telephone service in our efforts to win the war that toll service 
face your mainte- 


is on a priority plan and local service, it is freely predicted, may perhaps 


nance and con- soon be rationed. 

struction depart- Someone with a flare for figures has said that around 12,000 telephone 
ments every day calls go into the manufacture of one bomber aircraft. This is but one 
the Coffing Ratchet example of the vital service furnished by the telephone industry and 


while I cannot vouch for the exactness of such an estimate, I know that 


Lever ‘'Safety- 
Pull" Hoist can be 
the most useful 
tool on the truck. 


it is not just coincidence that drives up our telephone traffic charts simul- 
taneous with the mounting production of planes, tanks, and ships. 

With real pride in my business, it is only natural, therefore, that I 
should have similar pride in my membership in the Independent Pioneer 
~ westtons Telephone Association. This organization is nothing less than a platform 

YP of honor on which are assembled those who have given or are giving 
their lifetime efforts to the telephone industry. Conversely, membership 
in the association is the one way in which the industry, dedicated to the 


uses include pull- 
ing guy wires, pull- 


aan 


$ in g messenger service of all rather than self-acclaim for a few. pays tribute to the men 

. | strand, lowering or in the ranks. 

4 raising heavy I know of no reason why those persons eligible for membership in 
‘ cables, pulling the Independent Pioneer Telephone Association should not now hold 


and be proud of that membership. These are busy days but there is 
certainly time enough for anyone in the telephone industry to take 
pride in his work and stand up and be counted. 


§ poles, straighten- 

ing poles, pulling 

line wire, pulling ground rods, 
lowering conduit structures, 
pulling cable into manholes, 


(Epitor’s Note: This letter from Mr. Bohn, shows how far-reaching 
and deep-seated is the true Independent Pioneer spirit. TELEPHONY 
is pleased to publish it, making the tenth letter received from Independ- 


pulling aerial cable for splic- ent telephone men throughout the industry who are members of and firm 
ing and handling heavy central believers in the Independent Pioneer Telephone Association. Telephone 
office equipment. men and women with 10 years’ service in the Independent industry may 

join by writing the association’s headquarters, 632 Lemcke Bldg., In- 
Write today for Catalog T.G.6 dianapolis, Ind.) 











John Myers, Missouri Pioneering in the development of 

COF F| NG Pioneer, Passes Away telephone exchanges in Missouri, Mr. 
John Myers, 80, prominent Chariton Myers, after purchasing the Brunswick 

county (Mo.) business man and for- exchange, extended the system to sev- 


mer owner of the Brunswick Telephone eral other communities in west Chari- 

- 6) AY CO. Exchange, Brunswick, Mo., died at his ton county. The business, which he 

home December 5 following a stroke sold about 15 years ago, is now owned 

DANVI LLE of apoplexy. He had been ill almost by the Western Light & Telephone Co. 

’ two weeks. He also was engaged in a produce and 

Mr. Myers was a native of Cincin- fruit marketing business for some time 

ILLI LO) nati, Ohio, where he was born June and in recent years, until he became 

18, 1862. Moving West at the age of ill, had personally supervised farming 

20, he spent 25 years in the mining Operations on his land in Chariton and 

business and ranching, then disposed Carroll counties. He was very active 
of his interests there and went to Mis- in community affairs. 

souri where he married. Surviving Mr. Myers, besides his 
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widow, are a son and daughter, Pvt. 
John Howard Myers, Camp Davis, 
N. C., and Mrs. Dorothy Smith, Rum- 
ford, Me.; two brothers, a sister and 
two half-brothers. 





ed Vv 
- Father and Son In RCAF 
“a Pirst instance of a father and son 
th enlisting together at Montreal, Canada, 
in the service of the Royal Canadian 
Air Force is that of William E. Quinn, 
al a 27-year veteran of The Bell Tele- 
no phone Co. of Canada, and his son, 
- Lorne. The elder Quinn is posted to 
ad the RCAF transmission department and 
en the son becomes Aircraftsman second 
Lis class, general duties. They left to- 
id gether for a manning depot. 
So 
ce 
ps 
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ng , information. “OVER 30 YEARS SERVICE TO THE UTILITIES 
ip \ © LR SE CO SO 
he ) 
en - 
(aH 
in IMRe 2 ac 
Id One afternoon recently Charlie 
aay Werbrick, Cincinnati (Ohio) 
ke cable splicer for the Cincinnati 
& Suburban Bell Telephone Co., 
ug and three other plant men were 
rY working on a cable job. Charlie Es 
d- was on the aerial cable platform 
m splicing when a sudden gust of 7 On Z e 
ne wind lifted his hat from his head 
Ly and blew it down on an adjacent 


n- field. Some of the boys wanted The Better DROP WIRE 


to retrieve the hat, but despite 
the cooling breeze, Charlie told 





them to let it go—that he'd get 


it when he finished his work. Made, for 37 years, by 





nt of The job _ finally completed, 

i, Mr. Charlie left his lofty ete and PARAGON ELECTRIC COMPANY 
iswick reclaimed his hat, which oddly 

0 Sev- enough felt rather snug and a 

Chari- bit peculiar on his head. Just as 

ich he he started to remove his hat to 

owned see what the trouble might be, 

ne Co. a garter snake, which had been 

ce and comfortably coiled inside the hat- hae 

e time band, languidly wiggled its way Distributed By: 


a Se ee STROMBERG - CARLSON TELEPHONE MFG. CO. 


blanched face, and glided off into 








m al d the field, according to a story in Factory and General Offices: 100 Carlson Rd., Rochester, N. Y., U. S. A. 
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The printing of telephone direc- 
tories is an art. 


It takes not only a knowledge 
of the needs, but specialized 
equipment to be assured that 
each directory is complete and 
accurate. 


Accuracy and speed of 
delivery—the fundamentals 
of a Cuneo 
directory. 
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EACH 


are in use in communications work to- 
Metal 


construction means ruggedness, long 


day. Easy to use and handy. 


life. Crew men report they would not 
be without it. At this low price, an 
investment that's downright essential. 
Order today! 


BULLETIN ON REQUEST 


Aa W.HRRISON STREET 
Le CHICAGO ILLINGIS 



































(Photo Courtesy of Long Beach Press Telegram) 


This portable radio unit was built by employes of the water department in Long Beach, Calif., to insure 


communication between headquarters and repair crews in the event of emergency. 


The above photograph 


shows the unit being demonstrated by Division Engineer C. Kenyon Wells who established communication 


with a field crew in 46 seconds, broadcasting through the police radio system with the 


‘home made" 


portable equipment 


| 


| Radio Unit Substitutes for 
Telephone in Emergencies 
Disruption of telephone service in an 
emergency at Long Beach, Calif., would 
| not interfere with activities of the 
water department repair crews because 
the department employes have con- 
structed a portable transmitting and 
receiving radio unit which can be used 
to maintain communications with emer- 
gency equipment. The construction of 
the unit was under the direction of 
Division Engineer C. Kenyon Wells. 
The machine, shown in the accom- 
panying photograph, is small enough 
to be lifted onto a light truck and taken 
to the scene of disaster or wheeled by 
hand, if necessary, to temporary field 
headquarters where it can be quickly 
installed. By two-way radio, through 
the police broadcasting system, com- 


munication with crews can be main- 
tained easily. 
The cabinet was constructed in the 


water department shops. Transmitter 


and receiver units are of standard 
make, similar to those carried by police 
and fire vehicles, and are interchange- 
able with the units carried in the water 
department emergency vehicles. 


If telephone communications should 
be disrupted, the portable radio will 
place the department heads in instant 
touch with the eight water department 
radio-equipped cars and trucks. 


All water department two-way radios 
operate through the police department 
main transmitter. 


The water department is frequently 
involved in water main breaks result- 
ing in damage to property and some- 
times danger to life. In these cases 
the speed of two-way radio communica- 
tion is invaluable and greatly reduces 
the amount of damage because it is 
possible to dispatch the emergency 
crews to the scene immediately. 

The two-way radio has been in use 
in the department for the past 10 


TELEPHONY 





os months and in that time has proven its 
worth many times. Its adoption is in 
line with the department’s policy of 
streamlining for national defense wher- 
ever possible. 


STANDARD 


WITH LEADING 
COMMUNICATION 
SYSTEMS 


EADING communication systems 
and railroads use Armstrong’s Glass 
Insulators because they meet all require 
ments for precision construction and 
uniform composition; for durability; for 
crystal clarity of the glass. They conform 
to A.S.T.M. standards. Armstrong’s No. 
1 meets your standards for ‘‘DP”’’; No. 2, 
for “Toll Line”; No. 3, for “Exchange 
Line”; and No. 15, for ““TW.”’ Get sam 
ples and complete facts from your job- 
ber; or write to Armstrong Cork R 
Company, Industrial Division, 
295 Fifth Ave., New York City. 
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Peru Telephone Official 
Receives Decorations 


Fernando Carbajal, Lima, Peru, 
(South America), vice-president of the 
Peruvian Telephone Co. and president 
of Rotary International, has been 
decorated by his own government with 
the “Order of the Sun of Peru” and 
by the government of Bolivia with the | 
“Order of the Condor of the Andes.” 
More recently, the Republic of Cuba | 
has conferred upon him the title of 
“Officer of the Order of Carlos Manuel 
de Cespedes” the highest and most 
esteemed decoration within the gift 
of that republic. 


Editor of “E] Rotario Peruana” (The 
Peruvian Rotarian) and founder of the 





Lima Rotary Club, International Presi- 





dent Carbajal is by way of becoming 
the most decorated telephone man in 


a! 7 1@ ™ 
. sont | ARMSTRONG’S 
Rotary. He is now on a speaking tour 
j I 


of North American clubs and addressed WHITALL TATUM 


a distinguished gathering at Montreal ~ Tc You + - 
on December 15 on the occasion of his G L A8S8 | N ~ DB L ATO R ~ 


first return to Canada since his election 
last summer at Toronto. 


Vv 


ag ms Former Illinois Bell ae 
© insure * x ge 
stograph Vice President Dies 


i +) , ° ° ° 
ate Homer W. Bang, retired vice presi- mT N B R E A K A B L E 


dent of the Illinois Bell Telephone Co., 





> made” 






died December 7 in a _ convalescent T 
ondard home in Chicago. Mr. Bang, who was 56 O O RS 
- police years old, had been seriously ill for Co 
hange- two months. He retired five years ago ONE-PIECE STEEL HEAD 
: water because of ill health and had resided aa HANDLE WITH NON-SLIP 
in Coral Gables, Fla., until recently. ’ GRIP OF SOLE LEATHER 
. He was a graduate of Lewis Instit te ‘N sJ WASHERS 
should is a graduate is Institu 
to will and had been associated with the tele- SAKE 6) 
instant phone company for 30 years, serving 
rtment in the plant and traffic departments You Can Swing with Confidence 
before becoming vice president. He 
aia is survived by his widow, Mrs. Helen The head of your Estwing Hammer 
aiaeal Pierce Bang. won't fly off because this tool—like 
rtmen every other Estwing Tool — is ta ae aaa, 
VV forged from a single piece of steel. s te eee 
juently Available in two attractive finishes in ee x ’ 
result- United Declares Dividend —High Polish and Velvet Black. Bh Te... QO Ss 
} es \ regular semi-annual dividend of : _ we) ' 
. 20 cents per share and a special extra pnt a Wj 
nunica- 
reduces div dend of 10 cents per share, a total AMERICAN 
» it is of 50 cents, payable on or before De- AU i 0 M AT | C E L E C T R | C 
gency cember 22 to stockholders of record as 
of December 12, has been declared by SALES COMPANY 
in use the board of directors of United Utili- 1033 WEST VAN BUREN STREET - CHICAGO, ILLINOIS 
ast 10 te ’ Inc. BRANCH WAREHOUSES AT DALLAS KANSAS CITY (OS ANGELES RICHMOND iva AnO SAN FRanCcISCcO 











Communication System 
With Interceptor Control 


A new combination of Executone’s 
standard features is incorporated in 
this improved executive - monitor com- 
munication system consisting of two or 
more master stations connecting up to 
19 remote stations in the system. It is 
an ideal arrangement for war produc- 
tion plants, military and naval depart- 
ments, where officers must talk to each 
other, to an executive assistant, and 
also to a number of 
ments. 


remote depart- 


The executive and monitor stations 
can talk to each other, or either can 
carry on two-way amplified voice con- 
versations with remote desk or trumpet- 
type substations in outlying depart- 
ments. The interceptor-control feature, 
explained in Fig. 1, enables the assist- 
ant at the monitor station to intercept 
all incoming calls originating at the 
remote stations. 

The assistant receives and sifts these 
calls, and at his discretion can transfer 
to the chief executive those important 
ealls requiring 
Refer to Fig. 2. 


executive attention. 

Any number of additional executive 
and remote stations can be added to this 
system until the total capacity of 21 
stations is reached. 
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CLay CONDUIT 


The proved and standard 
Protection for Underground 
Telephone Cables. 


Cheapest in the long run. 
Highest quality and a full 
line of shapes. 





National Fireproofing Corp. 
202 E. Ohio Street, N. S. 
PITTSBURGH, PA. 
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EXECUTIVE 


Both executive and monitor stations 
are equipped with busy signals which 
illuminate to show when other stations 
are in use. The executive station, how- 
ever, has the optional facility of right- 
of-way over busy stations for emer- 
gency use. A paging button enables the 
user of any master station to call all 
other stations simultaneously, for pag- 
ing and locating persons instantly, and 
for issuing emergency warnings or gen- 
eral announcements to the entire staff. 


Persons called can reply remotely 
without leaving their work to approach 
the station. High-powered trumpet-type 
substations provide extra sound volume 
to cover large space areas or penetrate 
high-noise levels. Push-button selection 
facilitates speed of operation. All wir- 
ing lines are connected to inconspicuous 
junction boxes for neat and simplified 
installation. Electric connection is to 
110-120 volts AC or DC current. Power 
consumption for the entire system is 
only 46 watts. 


Manufactured by 
415 Lexington 


Executone, Inc., 
Avenue, New York, 
N. Y., this system is UL approved and 
licensed under A. T. & T. patents, and 
is serviced and installed by the manu- 
facturer’s representatives in principal 
cities. 
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Maritime "M" Flag Awarded 
Federal Telephone Company 

The Maritime Commission ““M” Pen- 
nant and Victory Fleet Flag for ex- 
cellence in war production has been 
awarded to Federal Telephone & Radio 
Corp., manufacturing subsidiary of 
International Telephone & Telegraph 
Corp., it was announced November 30 
by Col. Sosthenes Behn, president. A 
telegram to Colonel Behn from Adm. 
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Operating a station in an Executone execu- 
tive-monitor communications system. 


H. L. Vickery, member of the Mari- 
time Commission, stated: 


“As chairman of the Maritime Com- 
mission’s board of awards, I take pleas- 
ure in advising you that the board, in 
recognition of outstanding production 
achievement, has awarded your New- 
ark, N. J., plant the Maritime “M” 
Pennant, the Victory Fleet Flag and 
the Maritime Merit Badges for all plant 
employes.” 


Formal award to employes of the 
company, which is a large producer of 
radio units for the wartime merchant 
marine, will be made later this month. 


Vv 


Wartime Care of Batteries 

Valuable hints on the care of storage 
batteries, whether in industrial use or 
in automotive service, are given in the 
current issue of the industrial edition 
of Exide News, under the heading of 
“The Great Devourer.”’ Free copies are 
available to plant executives, mainte- 
nance men, and others who are inter- 
ested. Address: The Electric Storage 
Battery Co., 19th St. & Allegheny Ave., 
Philadelphia, Pa. 
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Named to Foundation Board 

HARRY C. KNIGHT, New Haven, 
Conn., president of the Southern New 
Enyland Telephone Co., has been ap- 
poi:'ted to the New Haven Foundation 
by Mayor John W. Murphy to succeed 
Howard W. Beach. The term is for a 
seven-year period, beginning January 
1, 1948. The 
members, only one of which is ap- 
poiiited by the mayor. 


Vv 


Foundation has seven 


R. J. McCabe, Official of 
Indiana Steel & Wire, Dies 
Raymond J. McCabe, 
dent in charge of sales of electrical 
materials for Indiana Steel & Wire Co., 
Muncie, Ind., died at his home on 
December 6 after an extended illness. 
Mr. McCabe spent 30 years with 
Western Electric Co. and Graybar 
Electric Co. before joining Indiana 
Steel & Wire Co. He was born in 
St. Peter, Minn., on March 13, 1887 
and graduated from Augustus Adophus 
College there. He entered the Western 
Electric warehouse working in Dallas, 
St. Louis and Kansas City and then 
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Cedar Poles 
MICHIGAN POLE & TIlE CO. 


NEWBERRY—GRAND RAPIDS 
MICHIGAN 














POLES 








8. J. Carney & Co., 100 N. 7th St., 
Minneapolis, Minn.—Western red cedar 
poles. entrex Butt Treated or Plain. 








Cc. M. Christiansen Co., Phelps, Wis.— 
Northern White Cedar Poles, plain or 
butt treated. Quotations on request. 








international Creosoting and Construc- 
tion Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Plants: 
Beaumont and Texarkana, Texas. 








MacGillis & Gibbs Company, Milwau- 
kee, Wis.—Northern White and Western 
Red Cedar Poles. Plain or butt-treated. 
Immediate quotations on request. 








T 


r. M. Partridge Lumber Co., Minne- 
apolis, Minn.—Northern White—Western 
Red Cedar Poles. Plain or butt-treated. 





— 





Valentine Clark Corporation, 2516 Dos- 
well Ave., St. Paul, Minn.—Finished 
Cedar Poles. Plain or butt-treated. 
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R. J. McCABE 


transferred to the Graybar company, 
occupying the position of service man- 
ager at Kansas City, Jacksonville, Fla., 
and Boston. 

Prior to his association with Indiana 
Steel & Wire Co. in 1938, he was New 
England district manager for Graybar 
in Boston. Mr. McCabe was a member 
of the United States Independent Tele- 
phone Association, the Independent 
Pioneer Telephone Association and the 
Telephone Pioneers of America. He 
was widely known in the utility field 
from coast to coast. 


Roles it 


ADVERTISING CO. 


TECER HOE 
"QP Oia hae.’ 


A SALES/ORGANIZATION 


oe 


That Has Never Failed to 
Produce More Net Revenue 
(All Costs Considered) for 
Telephone Companies Served. 


if INTERESTED in more net 
telephone directory revenue 
write or call at our expense. 


LOOMIS ADVERTISING CO. 
poe ay 


Citizens Trust Bidg., 135 So. Second St., 
Fort Wayne, Ind. Philadelphia, Pa. 





Ken Gillette Enlists 

KENNETH C. GILLETTE, eastern sales 
representative of the Cook Electric Co., 
is on leave of absence and is now a 
first lieutenant in the U. S. Army and 
has been assigned to the Signal Corps 
Engineering & Projects Control Sec- 
tion, with headquarters in Washing- 
ton, D. C. 


Vv 
Gets Six Jap Zeros 


JACK E. CoNGER, son of Dale Conger, 
assistant district manager for the 
Northwestern Bell Telephone Co., Des 
Moines, and a grandson of H. G. 





ATLANTIC 
Creesoting Co., Inc., 17 Battery Pi., N.Y. C. 
Creosoted Pine Poles 
Crossarms .. Conduit 


PLANTS AND OFFICES: 
New Orleans, La. Jackson, Tenn. Boston, Mass. 
Winnfield, La. Louisville, Miss. New York, MN. Y. 
Norfolk, Va. Savannah, Ga. Philadelphia, Pa. 
Annapolis, Md. Chicago, til. 








Frank F. Fowle & Co. 


Electrical and Mechanical 
ENGINEERS 


35 East Wocker Drive CHICAGO 








ACCOUNTING 


HERDRICH and BOGGS 
Certified Public Accountants 
803 Electric Building 
INDIANAPOLIS, IND. 











SLOAN & COOK 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisals — Original Cost Stadies 
Depreciation, Financial, and Other 
Investigations 








J. W. WOPAT 


Consulting Engineer 
Telephone Engineering 
Construction Supervision 
Appraisals—Financial 
Rate Investigations 
1510 Lincoln Bank Tower Fort Wayne, ind. 


STURGIS 


. OPERATOR CHAIRS 
os Easily and quickly adjusted 
need 








A model for eve 


WRITE FUR PARTICULARS 


STROMBERG-CARLSON- TELEPHONE MFG. CO 


ROCHESTER, WN. Y 











J. G. WRAY & CO. 


TELEPHONE ENGINEERS 
Specialists in Appraisals, Rate Surveys, 
Financial Investigations, Organization, 
and Operation of Telephone Companies 

3324 Bankers Bidg., Chicago 











37 





Classified Section 


Rates 10 cents per word payable in advance. 
Minimum charge $2.00 for 20 words or less. 











Reconstructed — POSITIONS WANTED 


Kellogg No. 37 Cord Circuit Switchboard 
Condensers @ ...... ees . $0.40 


Kellogg No. 103 or 53 2 M. F. Condens- 
ers @ , — nine Cae co ae 


| WANT POSITION as Manager or 
| Superintendent— Construction. Years 
of experience in telephone work. R. R. 
Jones, 2907 N. Mountain Avenue, 
Tucson, Arizona. 


Cook Terminal Strips 120 Terminals per 
Strip @ es ° ever Crr TT ae 


Cook Terminal — 20 and 25 Terminals — 
per Strip @ . 


POSITION WANTED: 
| girl wants bookkeeping, 


Western Elec. No. 4 double coil penile (10- 
12-15 per strip) Per line @ cashiering or 
Western Elec. No. 231 Individual Jacks @ : 
experience. 
Prefer Middle West. Employed. 
No. 9130, care of TELEPHONY. 


Leich Elec. drops and jacks 5 per strip @ Write 

Stromberg Carlson No. 69a 20 line Pro- 
tector Rack with Mica Fuses and Carbon 
Protection, Per Strip @..... 


REBUILT ELECTRIC EQUIPMENT Co. 
1704 West 21st Place 
Pilsen Station 
Chicago, Ill. 





@DIRECTORY PRINTING 


With a volume that provides special- 
ized attention and economical pro- 
Write 


E. W. STEPHENS CO., Columbia, Mo. 


duction—with room for more. 








REMANUFACTURED 


TELEPHONES 
Not AFFECTED By OrDERL-204 


x k ke * 


BUCKEYE SERVICE IS MORE VALUABLE TO YOU THAN 
EVER BEFORE. WE CAN STILL SUPPLY REMANUFAC- 
TURED TELEPHONES AND SWITCHBOARD EQUIPMENT 
FROM OUR LARGE STOCKS ALTHOUGH THE MANU- 
FACTURE OF NEW TELEPHONES IS PROHIBITED. 


IMMEDIATE SHIPMENT OF MANY TYPES OF EQUIPMENT 
1S POSSIBLE IF THEY ARE ORDERED "AS ARE, COMPLETE 
AND TESTED, READY FOR SERVICE.” 


BUCKEYE'S REPUTATION FOR QUALITY AND SERVICE IS 
YOUR GUARANTEE OF SATISFACTION. 


WRITE FOR PRICES OR ADDITIONAL INFORMATION | 


BUCKEYE TELEPHONE and SUPPLY COMPANY 


COLUMBUS, OHIO 




















Experienced | 


general office work. Some stenographic | 
Also telephone operator. | 


Conger, former vice president of 
company, is a first lieutenant in 
air corps in the Solomon Islands. 
October 26 he shot down six Jap 
fighters and two bombers, but had 
rescued because engine trouble for 
his plane down at sea. 


Vv 


Osborne Standards Head 

H. S. OSBORNE, New York City, p 
engineer of the American Telepi 
& Telegraph Co., was re-elected chair- 
man of the Standards Council of the 
American Standards Association at the 
latter’s annual meeting, held Decem- ~ 
ber 11. 

VV 


Manager at Lafontaine, Kan. 
Mrs. Bert SHARP is the new mana- 
ger of the Lafontaine (Kan.) exchange 


| of the McKrae Telephone Co., whose 


headquarters are located in Burlington, ~ 
Kan. Mrs. Sharp was formerly em- 
ployed by the McKrae company at 
Altoona. 


Vv 


List New Subscribers 

The Cardington (Ohio) exchange of 
the Ohio Central Telephone Corp. 
Wooster, is running advertisements in 
the local newspaper listing new sub- 
scribers for the convenience of the 
public. The headline of the ad reads: 
“Telephone Service—Telephones Are 
Going Back—Watch This Column For 
New Telephones.” Following this are 
listed the names and telephone num- 
bers of the new subscribers. 





Specialists in Repairing 
and Rebuilding 


TRANSMITTERS 


Repair service for Transmitters, Re- 
ceivers, Desk Stands and Wall Phones 
—Magneto or Common Battery. 


Coil winding, enameling and general 
rebuilding of Telephones, Switch- 
boards and Parts. 


We carry in stock: NEW MOUTH- 
PIECES, RECEIVER —., 7b 
CEIVER, DESK STAND 
SWITCHBOARD CORDS “AND 
PLUGS. 


The Finest Line of NEW OAK TELE- 
PHONE CABINETS for rebuilding 
Wall Phones and Desk Sets ever 
offered and at the lowest — 
ANY QUANTITY ONE T ONE 
THOUSAND. 


Obsolete wall phones or parts rebuilt 
into modern wall or desk phones with 
new cabinets. 


Telephone Repair Co. 
Daniel H. McNulty, Manager 
‘Free Bulletin” 


Rogers Park Station Chicago 
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